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VALUE! 


The value of Professional Protection is 
essentially measured by the coverage and 
service it provides. 


There is extra value in a Medical Pro- 
tective Contract because it provides extra 
coverage and supports that coverage with 
Specialized Service. 


There is no premium difference which 
can compensate for a deficiency in cov- 
erage or unsatisfactory service. 


The lowest cost 
for the coverage and 
service provided 


he Medical Protective 


ompany 


of Fort Wayne, Ind. 


Kindly send details on Name 
your plan of Complete | Address 
Professional Protection | City 
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Cod Liver Oil Concentrate 

(ORIGINALLY COD-LIV-X) 
Little wafers—as easy to take (swallowed or chewed) 
as frui one 250 Vitamin A 
units—more than required for N.N.R.—and 100 
itamin D units—and control your dosage. 


Samples, of course, 
if you wish 


HEALTH PRODUCTS CORPORATION, Newark, N. J. 
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THE OXYGEN TENT 


Is THE MODERN WAY 


to treat pneumonia, post-operatives, cardiac disfunction, gas-poison- 
ing cases and other conditions of anoxemia. 


The Roth-Barach Oxygen Tent 


employs the same principles of construction that are used in Oxygen 

hambers, namely (1) a blower to circulate the oxygen-rich air, (2) 
soda lime to remove the carbon dioxide and (3) ice to cool the air, thus 
making possible long, continuous operation with perfect comfort for 
the patient. 


Made by 


The Makers of the 
Benedict-Roth Recording Metabolism Apparatus 


WARREN E. COLLINS, INC., 
555 Huntington Ave., Boston, Mass. 


Please send me literature on the Oxygen Tent. 
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SANITARY 
LIQUID SOAP © 
SERVICE 


ODAY’S demands for high quality, efficient 

and sanitary soap service in hospitals are 
met best with Midland Lohador Hospital 
Liquid Soap—a pure heavy bodied liquid 
capable of passing the severest laboratory 
tests. 
The Midland Foot Pedal Soap Dispenser is al- 
ways on the job—a trouble free piece of 
hospital equipment. 


Use the coupon below. 


Midland Chemical Laboratories, Inc. 
Dubuque, Iowa 


MIDLAND CHEMICAL LABORATORIES, INC. 
Dubuque, Iowa 
Gentlemen: 
Please send me free (]Sample of Lohador Hospital Liquid Soap. 
(Detailed information on how to obtain a Foot_Pedal_Soap 
Dispenser Free. 
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Patient Types... 


The Obstinate Case 


The patient with an obstinate case of constipation is ety 
addicted to self-medication and ‘‘tries everything.’’ Each bowel- 
whipping cathartic simply drives the tired bowelfrom bad toworse. . 

The doctor knows it is possible to restore the normal daily 
“habit time’’ of bowel movement a diet, exercise and 
the mechanical aid afforded by Petrolagar. 

Petrolagar is more palatable, more thoroughly softens the feces, 
is less likely to leak and, having no deleterious effect on digestion, 
is prescribed in preference to plain mineral oil. 


Petrolagar 


Write for information Petrolagar Laboratories, Inc. 
hospital dispensing only Chicago, Ill. 


Gentlemen:—Send me copy of “HABIT 
TIME” (of bowel movement) and spec- 
imens of Petrolagar. 
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4 The Non-boiLagLe variety ‘prepared The variety is’ prepare 
for those desiring a heat sterilized suture ~ those accustomed to sterilize the ¢xterior 
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The Best Way to 
Handle Patients’ 
Clothing 


USE 
THE STANLEY 


“KLOZTITE. 
PATIENTS CLOTHES CONTAINER. 


Hook less 


Fastener 


Description and Prices 
Upon Request 


Stanley Supply Co. 
Hospital Supplies and Equipment 


118-120 E. 25th Street 
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Physicians are prescribing 
more and more Pantopon 
in place of morphine...... 


At this time especially they 
are using Pantopon in 
Syrup of Thiocol “Roche” 
for controlling hard, dry 
eoughs..... 


1/8 oz. Pantopon Powder will 
suffice for 54 prescriptions of 
I gr. Pantopon to 6 oz. Syrup 
of Thioeol “Roche”; that is. 
1/24 gr. Pantopon to the dose. 


Special Hospital Price 
1/8 oz., $2.25 
Narcotic Blank, 1923, Required 


Send orders directly to our 


HOSPITAL SALES DEPARTMENT 


HOFFMANN-LA ROCHE, INC. 


Have you Pantopon 
Qg Powder in stoek? 
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HOSPITAL 


To the Patient 


KALAK WATER is a palatable thirst 
satisfying beverage of which he 
does not easily tire. » » » 


To tne Doctor 


KALAK WATER is a dependable 
therapeutic aid in controlling the 
manifestations of acidosis that call 
for the administration of alkalies 
and fluids. » » » » 


To the Hospital 


KALAK WATER serves a dual 
purpose. It provides the patient 
with a palatable beverage that 
adds to his comfort. It provides 
the Doctorwith a therapeutic agent 
that solves the problem of forcing 
fluids and giving alkalies. » » 


QUOTATIONS TO HOSPITALS ON REQUEST 


KALAK WATER CO. 
6Church St. » New York City 


8] 
wi 
tai 
inf 
ani 
ter 
t10 
AB 
Se 
Ad 


March, 1931 


won COD LIVER 
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In ONE palatable preparation all 
VITAMINS 
for NORMAL nutrition 


ABBOTT’S A-BD MALT 
with Cod Liver Oil and Vioscerol 5 D is a 


— accessory food combination, rich in. 
i 


tamins A, B,, B,, and D. 

The cod liver oil in the product (30%) con- 
tains not less than 500 A units per gram. The 
pure barley malt is rich in diastase, contain- 
ing both the antineuritic Vitamin B, and the 
antipellagric factor B,. The antirachitic 
tency has been increased to 5 D by the addi- 
tion of Viosterol. 
ABBOTT LABORATORIES, North Chicago, Hl. 

Send literature on Abbort’s A-B-D Male to 
H.T&B 


Address. 


In poorly developed, » physically back- 
and c use of Abbott's 
A-B-D Malt will aid digestion and proper nu- 
trition, stimulate normal growth, build up 
resistance to respiratory and other infections. 
and prevent or cure rickets. An efficient treat- 
ment for undrweight patients. 

Available in 16 0z., convenient, wide-mouth 
bottles. 

Use the coupon for interesting literature. 


Abbott’s 


A-B-DMALT 


with CoD LIVER OIL and ViosTeRoL 5 D 


BUILDS HEALTH AND VITALITY 
ABD MALT: | . 
afi. 4 ; 
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Special Information 


for 
HOSPITAL BUYERS 


OUR medical staff is familiar with 
Ointment Benzocomp, Maltbie. 


Results have carried this tested product into 
some of the largest hospitals and industrial 
plants in this country as a standard remedy 
for painful burns. 


If you are not already familiar with this 
Maltbie product let us send you literature 
and a liberal trial sample. Simply clip the 
coupon below and return for a convincing 


test of THE BALM FOR BURNS. 


The Maltbie Chemical 


MALT BIE 
Benzocomp 


SOOTHES - COOLS + DEADENS PAIN - HEALS 


THE MALTBIE CHEMICAL COMPANY, NEWARK, N. J. 
Send postpaid, your large, FREE, hospital sample of Benzocomp Ointment. 
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The Friendly Hospital Journal 


Volume IX MARCH, 1931 Number 3 


Tae CANCER CRUSADE 


Unpousrepty the greatest problem 
facing the medical world, the hospital world 
and the world in general today is cancer. 
This malignant affliction which is described 
as “human cells gone bolshevik” sees us, in 
spite of all our scientific advancement, help- 
less, with our hands tied, practically unable 
to do anything for the sufferers. 


Cancer, the crab, the foul claws of which 
practically mean a death warrant; cancer, the 
intractable, the onset of which has made the 
sufferer fair prey for the heartless quacks who 
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have reaped a harvest out of fake treatments; 
cancer, the mystery, which keeps thousands 
of our most brilliant medical minds working, 
working, to find the solution. 


And now the Chemical Foundation with 
its great resources and with the humanitar- 
janism of Francis Patrick Garvan, enters the 
picture with what might be termed a “cru- 
sading campaign” in an endeavor to link up 
the efforts of all the scattered investigators, 
and provide money and laboratories through 
which new avenues may be followed in an 
effort to find the cause and the cure. 


One of the first tangible steps has been 
the publication of the American Journal of 
Cancer—a surprising publication. The first 
issue can hardly be classed as a journal at 
all. It is more of a library book, full of infor- 
mation about’ cancer. 


We are promised that this pace will be 
maintained. We recommend that our readers 
keep in touch with this effort and watch its 
progress, because out of this new crusade 
may come the long-awaited cure for cancer. 
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ALBERT G. HAHN 


Albert G. Hahn, newly elected treasurer of the 
American Protestant Hospital Association, is prob- 
ably best known to hospital people as the business 
administrator of the Protestant Deaconess Hospital, 
Evansville, Indiana, where he has been for the past 
nine years. 


For two years Mr. Hahn served as president of 
the Indiana section of the American Hospital Asso- 
ciation and is now editor of its paper “Hoosier Hos- 
pital Harmony.” 


In addition to his hospital work Mr. Hahn is in- 
terested in religious and educational activities for 
young men. For many years prior to his entry into 
the hospital field he was secretary of the Y. M. 
C. A., and also director of religious education in 
Evansville, Indiana. 


At present he is a volunteer leader of two young 
men’s groups at the Y. M. C. A. and in his own 


church. 
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S aint LUKE’S SIMPLIFIES 


Dietetic Administration 


LUKE’Ss Hospital, Chicago, 
one of the oldest, one of the 
largest, one of the most progres- 
sive general hospitals in the Unit- 
ed States, has always commanded 
professional interest on the ad- 
ministrative side. It is, in fact, 
two hospitals in one, the splendid 
19-story main building facing on 
Indiana Avenue, and the six story 
George Smith Memorial Building 
that faces Michigan Avenue and 
cares for pay patients only. 


Perfect Management 


Operating with a medical staff 
whose personnel consists of 114 
members; an attending staff of 
13 consultants, 38 senior and 21 
junior attending physicians and 
surgeons, with 42 assistants and 
43 resident interns, St. Luke’s 
Hospital is characterized by such 
smoothly working schedules that 
the inquiring visitor is prompted 
to ask how it is that management 
machinery can be so well con- 
cealed. 

Changes of much significance 
are taking place through the re- 
organization of the dietetic de- 
partment under the joint studies 
of Mr. Charles A. Wordell, 
superintendent of the hospital, 
and Miss Frances B. Floore, who 
was made director of dietetics 
early in July, 1930. Administra- 
tive costs have been reduced, the 
routines simplified, the services 
improved, and an effective coordi- 


By SUSA P. MOORE 


nation of dietetic activities has 
been brought about between the 
medical, dietetic, and nursing 
staffs. 


Can Cater to the Fastidious 


In the background of these 
achievements it should be noted 
that equipment changes have been 
made and layout of kitchens al- 
tered in ways that promote a 
quicker service. The largest model 
of electric refrigeration unit has 
replaced the older smaller units 
served by a central refrigerating 
plant. 

Each private floor within the 
hospital has been equipped with 
Silex electric coffee urns. Coffee 
is made in glass urns and served 
at once. There are no large con- 
tainers. Coffee is served fresh 
and fragrant and always trans- 
parently clear. Catering through- 
out is of a type to please the most 
fastidious person. 


Maintain Several Kitchens 
Food services within St. Luke’s 


Hospital utilizes several kitchens. 
In the large, main kitchen, with a 
chef in charge, preparation is 
made of all foods, except special 
orders. The basic menus for the 
wards, the staff, for private, semi- 
private patients, and for children 
originate in this kitchen. The 
—_— staff consists of forty peo- 
ple. 

A large, central diet kitchen is 
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| Director of Dietetics | 


Therapeutic Dietitian | Educational Dietitian | Private Dietitian 


Diet Kitchen Cookery Classes Selective Menu for Pri- 
Instructions to 1. Laboratory vate Patients 
Patients 2. Classes Ss ae 
Lectures— ‘Zetudent dietitians 
Consultations with doctors Student Dietitians 6 maids 
Ward Rounds Instruction of Patients 6 serving rooms 
Supervision—2 Students — Supervision— Food Service 


Supervision—5 Nurses 


1 student dietitian 


Ordering specials 


Dietetics Orgariization Plan 


provided for the preparation of 
the special and smaller 
kitchens in several sections of the 
hospital serve as central distribu- 
tion points where foods from 
heated carts are served on trays. 
Each of these smaller kitchens is 
well equipped with hot compart- 
ments for warming cutlery and 
dishes. Hot foods are served hot 
and cold foods cold in this in- 
stitution. 
A Kitchen for the Guests 


A still smaller kitchen, in 
charge of another chef, has the 
cooking responsibility for the 
guest dining room. This consti- 
tutes an unusually convenient and 
flexible arrangement, and the 
same chef is free to pi all 
hot dishes and soups that are 
listed as extras on the private pa- 
tients’ trays. 

Miss Floore has assumed direc- 
torship of dietetics after two years 
of similar work at the Presbyterian 
Hospital, San Juan, Porto Rico, 
and two and one-half years of 
later work at University Hospital, 
Ann Arbor, Michigan. She ad- 
ministers this department with the 


aid of three assistants, each acting 
as the head of a special sub-de- 
partment. 

Under the reorganization plan 
the training of student nurses is 
allotted to the department of edu- 
cational dietetics. The prescribed 
work calls for thirty hours on the 
principles of cookery, fifteen hours 
on the principles of nutrition, fif- 
teen hours on diet-therapy, and 
fifteen hours in the diet-therapy 
laboratory. 

The aims of undergraduate 
teaching have been formulated 
(1) to create and develop an in- 
terest in the theory of dietetics; 
(2) to train the student nurse in 
accurate service with respect to 
special diets; (3) to make the re- 
quired courses as interesting and 
as practical as possible; (4) to 
secure an adequate correlation o 
dietetics with other educational 
phases of the student’s training 
course. 

The plan of the course is to 
group the students in the manner 
that is best adapted to the par- 
ticular training opportunities of 


St. Luke’s Hospital. The work. 


assignments are definitely designed 
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to bring out interests, skills, and 
mental attitudes in the best way 
possible to help the nurse in her 
daily tasks, and to give her habits 
of fact-gathering that will func- 
tion in her future work and fit her 
finally to face problems of die- 
tetic services on her own respon- 
bility, either as they may pertain 
to the management of an individ- 
ual patient, for physicians or to 
the dietetic department of another 
hospital. 
Advanced Dietetics 

Advanced work in dietetics pro- 
vides training opportunity at St. 
Luke’s for seven graduate stu- 
dents. Candidates for this course 
must have a B.S. degree with a 
major in foods and nutrition. 
These graduate students fill a sort 
of internship with rotating service 
in the various departments. They 
go well into the theory of dietetics 
and their responsibility is great. 


Supervision is most exacting. 

No tuition is charged for the 
graduate course, but the graduate 
students pay board and room and 
laundry throughout their training 
period of six months. 


Weekly Lectures 
Medical members of the hos- 
pital staff give weekly lectures to 
this group and work closely with 
them in the wards. This working 
method is a potent factor in build- 
ing up cooperative relationships 
between the medical and dietetic 
and nursing staffs, and the plan 
of operation is no doubt respon- 
sible for the marked degree of 
scientific interest in the entire field 
of dietetics which is exhibited by 
this student group. The physician 
gives his dietetic orders with more 
confidence, and the nurse is more 
cooperative. 
Two distinctive characteristics 
are noticeable in the dietetic ad- 


A FLOOR PANTRY 
Nurses Prepare Food Trays Under the Eye of an Assistant Dietitian 


— 
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ministration of St. Luke’s Hos- 
pital: (1) The patient’s needs are 
paramount; (2) these needs find 
quick expression on tke trays in 
terms of foods supplied. 

The entire system is calculated 
to uncover the least feeling of 
dissatisfaction on the patient’s 
part. It has a highly humanizing 
influence upon the personnel who 
serves the trays to be secure in 
individualized information about 
the special diets. The reaction of 
the patient is always paramount, 
and the unremitting effort to un- 
derstand how things are going 
with the patient develops an ob- 
servant, professional attitude on 
the part of nurse and dietitian. 


Handling the Neurotic Patient 

This is especially apparent on 
the occasion of a dietitian’s inter- 
view about the tray of a neurotic 
patient, a food worrier, too much 
concerned about the type of foods 
he eats. In such a case the visit- 
ing dietitian talks chiefly about 
other things than diets, and man- 
ages indirectly to secure the data 
she needs to have about this pa- 
tient’s foods. She thus forestalls 
extreme demands that call for 
confusing, needless work and car- 
ries through a method that is bet- 
ter for the patient psychologically. 


Trays Individualized 


The therapeutic needs come 
first, but acceptability of the spe- 
cial trays is a close second. Noth- 
ing reasonable in a_ patient’s 
individual preferences is over- 
looked. All trays are individual- 
ized. All trays are made attractive. 
The attention that is given to any 
failure to serve food properly, any 
slackness, or lack of tact in mak- 
ing prescribed foods acceptable 


convinces one that dietetic train- 
ing at St. Luke’s is a fundamental 
educational discipline. 


Special Diets 


The dietetic department oper- 
ates from two central diet 
kitchens. The special diet kitchen 
averages about seventy diets daily. 
The special trays are built up as 
variables from the normal diet. 
The basic foods come up from 
the main kitchen to distributing 
kitchens on the several floors, and 
any required additions or substitu- 
tions are made in a manner that 
preserves as far as possible the 
basic balanced ration. The anemic 
diet, for instance, would represent 
the general tray with an additional 
ten milligrams of iron-containing 
food given in the form of liver, 
spinach, egg yolk, or other foods 
rated rich in iron. 


Diet Instruction 


The special diet patients receive 
dietetic instruction also. They al- 
ways understand the purpose of 
the diet, and what adherence to 
the diet may be expected to ac- 
complish for them. This makes 
the patient more cooperative. 
Every patient on a special diet is 
visited every day by one of the 
dietitians on the service. This 
makes for an understanding atti- 
tude on the part of both patient 
and dietitian. 

One other kitchen is utilized by 
the dietetic department. This is 
known as the metabolic kitchen, 
devoted to the preparation of food 
for diabetics. It serves about ten 
patients all the time. The patients 
here receive particularly detailed 
instruction about their diets and 
the dietetic staff make ward 
rounds with physicians on their 
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cases so that any questions can be 
handled that relate to diet-therapy. 
An interesting variation in the 
dietetic services described is seen 
in the George Smith Memorial 
Building, designed for patients 
who can well afford a luxury serv- 
ice. The dietitian in this division 
visits every patient every day and 
checks the menu for the following 
day. There is wide choice of food, 
and special orders asked for are 
supplied without an added charge. 
Much care is taken none the less 
to build the menu so that special 
orders, except for therapy, are at 
a minimum. Hospital catering 
need not be so special as to pro- 
mote unnecessary difficulties. 


As an aid to careful menu 
building a study has been made of 
the individual likes and dislikes of 
this type of patient and the re- 
sults have been that extra orders 
now are growing less, with satis- 
faction greater. These patients, 
too, need training. A balanced 
ration is as important here as on 
the Indiana Avenue side of the 
hospital, and usually they are very 
tractable when they are made to 
feel that their wants are having 
individualized attention. Psychol- 
ogy is important. 

This luxury side of the hospital 
affords a richer training opportu- 
nity for dietitians. It is in fact 
a separate section and gives a dif- 


A VIEW OF THE GREAT KITCHEN AT ST. LUKE’S 
Thousands of Meals Are Prepared Here Each Day 
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ferent viewpoint of dietetic skills. 

Miss Floore, director of dietetics, 
plans all menus and these are 
based on normal diets. In the 
wards, where consistent manage- 
ment does call for some curtail- 
ment of basic costs, the menus 
still are excellent. The basic diet 
is the same, and every menu calls 
for its full quota of milk, fresh 
vegetables, fruit, and whole grain 
cereals. Ward trays are attrac- 


tive. They meet the therapeutic 
needs and also serve as the vehicle 


were purchased in quantities that 
ranged between 120 and 180. 
Bread rations required from 250 
to 350 loaves per day. There 
were 105 tons of meat served, in- 
cluding 15 tons of ham and 
bacon; 40 tons of sugar; 8 tons of 
coffee; and 175 tons of po:atoes. 
About fifteen hundred oranges are 
used every day. One hundred 
eighty gallons of milk are con- 
sumed daily, and 140 pounds of 
butter, and 30 gallons of cream. 

St. Luke’s Hospital, with 659 


THE GUESTS’ DINING ROOM 
Food for the Guests is Prepared in a Separate Kitchen 


for an educational appeal through 
the preparation of attractive and 
well balanced diets. 

Food purchases in the hospital 
are made by the purchasing agent. 
The food bill at St. Luke’s Hos- 
pital for 1929 represented an ex- 
penditure of $240,000; 3,306 non- 
pay and 969 part-pay patients 
were served. The average daily 
tray service numbered 1,540. There 
were something over 512 meals 
served three times per day the 
whole year through. Chickens 


beds for patients, requires a per- 
sonnel of 765 persons to maintain 
its service. In 1929 the average 
daily cost of maintaining a bed in 
the main building was $4.24. The 
average daily income in this sec- 
tion was $2.19 per bed. The sur- 
plus income from the George 
Smith Memorial Building offsets 
a portion of this deficit; income 
from endowments absorbs a part; 
and public contributions do the 
test. It is a downtown district 
hospital. 
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TALKIES 


Popular With 
Toledo 


Mental 
Patients 


State Hospital, Toledo, 
Ohio, has the distinction of being 
the first institution of its kind in 
the United States to employ 
sound motion pictures for enter- 
tainment. It will be remembered 
that this institution was also a 
pioneer in providing radio equip- 
ment for the entertainment of its 
patients. 

According to Dr. O. O. For- 
dyce, managing officer, the first 
program of talking motion pic- 
tures was given before 1,000 
patients on December 31, when 
an attractive picture being fea- 
tured in a dowatown theater was 
presented. The enthusiastic re- 
action of the patients, many of 
whom had never before witnessed 
a talkie, was an indication of the 
value of this form of entertain- 
ment for mental patients. Doctor 
Fordyce believes that the response 
of mental patients to talking pic- 
tures should be similar to that of 
radio entertainment, which has 
proved of such therapeutic value 
in his hospital, that individual 
radios have been placed in all the 
wards. 


Regular talking programs are 


Projection Booth Used at the Toledo 


State Hospital. At the Right is the 
Motor Generator Set Supplying Current 
For tion, In Place of Batteries. 
Above Is the Type RCA Amplifier. 


to be given each Tuesday after- 
noon and evening, and the reac- 
tions of the patients studied by 
the hospital staff. 

It is interesting to note that the 
equipment for talking motion 
pictures as well as the radio in- 
stallation of the hospital has been 
made possible through the sale 
of antique furniture refinished by 
the patients, as well as articles 
made by them in the gift shop. 

A miniature golf course is also 
being built for the entertainment 
of patients. 


Forty a Day 


According to Veronica Miller, 
superintendent, Henrotin Hos- 
pital, Chicago, and editor, Bulletin 
of the Chicago Hospital Associa- 
tion, an average of forty hospital 
employees contact the patient dur- 
ing his first twenty-four hours in 
hospital. 
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Ane PATIENTS ABLE TO PAY 


Name of Organization Hospital Clinic Total 
Central Free Dispensary ae 58 58 
Presbyterian 75 
Northwestern University Medical Clinic........ bs 58 58 
University of Chicago Hospital and Clinics... 41 48 89 
Michael Reese Hospital and Clinic................ 32 83 115 
St. Luke’s Hospital and Clinic 96 45 141 

Table 1. Number of Efospital and Clinic Cases 


A Study of 536 Patients at Six . 
Chicago Hospitals and Clinics 


HE Committee on Medi- 

cal Needs of the Institute 
of Medicine, Chicago, deci<ed to 
investigate the incomes, ex ~ndi- 
tures for illness and standards of 
living of a representative group of 
hospital and 
clinic patients 


University Medical Clinic. 
| making this study it was 


essential to select a group 
of patients typical of those gen- ~ 
erally found in hospitals and clin- 
ics, and to ob- 
tain a sufficient- 


to ascertain the 
ability of pa- 
tients to pay 
for medical 
care. 
Cooperati on 
was secured 
from Presbyte- 
rian, St. Lukes, 
Michael Reese, 
clinics of the 
University of 
Chicago, Cen- 
tral Free Dis- 
pensaty and 
Northwestern 


*Abstract of the 
study prepared un- 
der the auspices of 
the Institute of 
Medicine, Chicago. 


The study of the ability to pay 
for medical care brings out: 

(a) Sixty-seven per cent of 523 
families who reported their in- 
comes lived on less than $2,000 
a year. 

(b) That the burden of sick- 
ness is very unevenly distrib- 
uted, since barely one-fourth of 
the families paid almost three- 
fourths of the entire amount. 

(c) That large amounts had 
been spent on previous illness. 

(d) -Over half of these fam- 
ilies had had private physicians 
for previous illness. 

(e) Almost one-third of the 


current expenditures of the 481 . 


families who reported current 
sickness costs was: for private 
physicians. 

(f) The sickness expenditures 
of families increased with in- 
come. 


ly complete 
picture of their 
standards of 
living and med- 
ical expendi- 
tures. The 
method utilized 
was to get all 
the data avail- 
able from hos 
pital and clinic 
records and to 
supplant these 
by home visits. 

Over a thou- 
sand cases were 
obtained from 
initial records. 
Of these, calls 
were made or at- 
tempted on 823 


| 
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Y| UNDER THE PRESENT SYSTEM?’ 


By Margaret Lovell Plumley 


a Sie of Family Combined 

Estimated Per- Per- 
AnnualIncome 1 2 3 4 5 6 7&8 OverTotal cent cents 

I Under $1000.20 19 $8 16 15 8 9 
II $1000-$1999 .15 44 43 66 40 22 17 4251 48 67 
III $2000-$2999 .2 12 11 31 19 10 18 3 106 20 20 
IV $3000-$5000 . 1 8 8 12 4 3 6 2 44 Ba 2s 
V Over $5000..... .. 3 3 3 1 
.38 86 77 128 85 46 51 12 523 100 100 


*No estimate possible for 13. 


Table 2. 


families and information on 111 
was requested from social agen- 
cies. The remaining 211 cases 
were not investigated because of 
lack of time. 


©. the 536 completed cases, 
244 were taken from hos- 
pital records and 292 from clinics. 
Where individuals had been both 
clinic and hospital patients, they 
were counted in the hospital groups. 

The studies show that patients 
with higher incomes were not all 
private cases. The number of 
such cases studied. in fact. was 
smaller than could be originally 
planned because several hospital 
superintendents felt that the phy- 
sician’s permission should be ob- 
tained or the patient’s permission 
for an interview should be request- 
ed in writing. 

It is interestins to note that 67 
per cent of the 523 families who 
reported their incomes lived on 
less than $2,000 a year; 20 per 
cent had incomes between $2,000 


Size of Family and Income—523 Families* 


and $3,000; 13 per cent had in- 
comes of $3,000 and over. 

The families with four members 
comprise the largest single group. 
Those with two make up the sec- 
ond largest group, and those with 
five, the third. About 20 per cent 
of the families had six or more 
in the family; 7 per cent, one 
member. All but three of the 38 
single persons reported incomes 
of less than $2,000 a year. 


F the 536 families whose 

schedules were tabulated, 
391 were patients at the ordinary 
clinics or were taken care of by 
physicians free of charge, usually 
in hospital wards, although a few 
of this group occupied private and 
semi-private rooms. The 145 re- 
maining cases grouped themselves 
as follows: 49 pay patients, who 
may be considered to have paid the 
cost of treatment; 29 industrial 
accident cases. whose hospital and 
physician’s bills were paid by em- 
ployers or through insurance, and 
on whom, therefore, the expense 

(Continued on page 56) 
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San We Install Individual 
ELECTRIC REFRIGERATION?* 


is adequate 
refrigeration more im- 
portant than in the hospital today. 
Because of its many demands, 
ranging from simple food storage 
to storage for x-ray films, serums, 
mortuary, garbage, water coolers, 
and as many as a dozen distinct 
uses, electric refrigeration has 
taken its place alongside heating 
and lighting as one of the main 
arteries of a progressive hospital. 

Every year many old and new, 
large and small hospitals are in- 
stalling electric refrigeration. The 
question now is not one of wheth- 
er the hospital should install elec- 
tric refrigeration but rather what 
type it should install—a central 


*Acknowledgment is made to Gen-. 


eral Electric, Frigidaire, Kelvinator 
Companies, and Electric Refrigeration 
News, for their cooperation. 


AN ELECTRIC 
REFRIGERATION UNIT 


Individually Operated... 
Typical of Many Recent 
Installations 


plant or individual units. The 
tendency is decidedly toward the 
latter type of installation. 
Refrigeration engineers now 
favor individual units for the 
large as well as the small hospital. 
Although the initial cost of instal- 
lation is necessarily greater for the 
unit system, it has a number of 
advantages that offset the higher 
initial cost. Among them a refrig- 
eration expert lists the following: 
(1) Individual electric refriger- 
ators give a degree of flexibility 
that cannot be obtained from the 
large refrigerating plant system. 
For instance, in making alterations 
or changes in the layout of the 
hospital, individual units may be 
easily moved and relocated. They 
need no refrigerator pipe lines 


|| 
3 
Te 


ST. MARY’S 
HOSPITAL, 
KNOXVILLE, 


LABORA- 
TORY AT 
ST. MARY’S 

SHOWING 

INDIVIDUAL 
REFRIGER- 

ATOR 


ONE OF THE 
THREE DIET 
KITCHENS 
AT 
ST. MARY’S. 
ALL EQUIP- 
PED WITH 
INDIVIDUAL 
ELECTRIC 
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that require time and labor to 


change. 


(2) Additions are easily made 


with individual units. 


If a hospi- 


tal wishes to increase its refriger- 
ation facilities it can do so at very 
small expense with individual units 
as compared with the complete, 
larger capacity cen- 


tral plant. 

(3) Separate re- 
frigerators permit in- 
dividual temperature 
control without affect- 
ing the efficiency of 
the entire refrigera- 
tion plant. 

(4) Maintenance 
of separate refrigera- 
tors is unquestionably 
lower compared with 
that for a central 
plant system. The 
former requires no in- 
sulated pipe lines to 


The New Mercy 
Hospital, 
Canton, Ohio 


An Individual Electric Refrigerator : 
Is Compactly and Conveniently Located in this Laboratory at Mercy Hospital. 


. 
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be maintained con- 
stantly. 

(5) With the sep- 
arate unit system each 
electric refrigerator 
operates independent- 
ly so that the failure 
of any one unit in no 
way affects the opera- 
tion of the other re- 
frigerators or water 
coolers. 

The initial cost of 
individual unit in- 


stallations for each Partial 


cabinet is generally in _ View of 
excess of the initial Electric 
Refrigeration 


cost of a central plant. 
This, however, ap- 
plies only to initial 
cost, for as the hos- 
pital superintendent knows, the 
total cost of any equipment neces- 
sarily takes into consideration not 
only the initial purchase price but 
operating and maintenance cost. 
Where hospitals expect a iong 
period of service from their re- 
frigeration equipment, these two 
items need to be given a great 
deal of consideration. 


A refrigeration expert 
estimates the initial cost 
of a central refrigerating plant 
for the average hospital installa- 
tion of approximately 150 beds 
as $1,080 a year. This central 
plant is of five-ton capacity with 
necessary piping, insulation and 
circulating pump, dairy, meat 
and vegetable storage compart- 
ments; four utility refrigerators; 
cooks’ refrigerator; main diet 
kitchen refrigetaor; mortuary unit; 
four diet kitchen units and four- 
teen drinking fountains with neces- 
sary piping and insulation. 


Installed At 
Lavel Hospital, 
Quebec 


| jew operation cost of this 
plant is estimated at $84 a 
month for electrical current. To 
this amount is added approxi- 
mately $6 a month for condenser 
water that is running through the 
refrigerating plant (water rate, 60 
cents per thousand cubic feet). 
Over a ten-year period the initial 
cost of this central plant is esti- 
mated at $10,800, plus operating 
cost at $10,800, making a total 
cost of $21,600, which is equiva- 
lent to an annual cost of $2,160. 


N contrast, he presents fig- 

ures for electrical refrigera- 
tion units for the same typical 
hospital, including three special 
electric refrigerators for dairy, 
meats and vegetables; one cook’s 
unit—45 cubic feet; one main diet 
kitchen refrigerator —27 cubic 
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feet; four ice-makers—30 pounds’ 
capacity each; four diet kitchen 
refrigerators; one biological stor- 
age cabinet; ten electric water 


coolers; and one mortuary cabinet. 


PE approximate cost of 
this installation is $15,975. 
At the same electric rate, the oper- 
ating cost for the individual units 
is estimated at $48 per month, or 
$576 a year. Thus, over a ten- 
year period the installation cost 
plus the operating cost gives a 
total of $21,735, or an annual cost 
of $2,173.50. 

Comparing the two methods we 
find the difference of total cost 
for ten years to be $135 less for 
the central refrigeration plant than 
for the individual units, or $13.50 


a year. 

At first glance it appears 

that the odds are in favor 

of the central plant, but when we 
consider the cost of maintenance, 
the picture changes. It must be 
realized that a central refrigera- 
tion plant demands the services of 
an engineer, whereas the separate 
units do not require this super- 
vision. The general maintenance 
should also be taken into consider- 
ation. From past experience, it 
has been estimated that a conser- 
vative maintenance cost for the 
central plant is $7.50 a month or 
$900 in ten years. Thus, both the 
items of engineering service and 
general maintenance when added 
to the soe of a central —. 
ati ant over a ten-year peri 
considerable dollars and 
cents advantage in favor of the 
individual units. 


— these figures it is 
seen that the estimated 
operating cost of the central plant 


is $10,800 for ten years as com- 
pared with $5,760 for the separate 
units. ‘Another reason for the 
difference in cost is that with the 
individual units there are no heat 
losses through long runs of pip- 
ing; also that greater utility can 
be obtained from the reach-in type 
of refrigerating cabinet than from 
the old walk-in type. 

The walk-in type of cooler gen- 
erally used in the past, with an 
exterior dimension of 6x8x10 feet 
and a gross volume of 480 cubic 
feet, a net interior of 340 cubic 
feet, in reality only had approxi- 
mately 166 cubic feet of usable 
storage space for foods. Therefore, 
if a 166 cubic foot cabinet were 
devised in which all the space 
could be used for food storage, it 
would be much more economical 
from an operating standpoint. 
There would be no energy used to 
refrigerate the 174 cubic feet that 
could not be utilized in a 340 cubic 


foot cooler. 


HIS has been taken into 

consideration in designing 
the modern refrigerator cabinets 
which generally do not provide 
refrigeration of unusable space, 
thereby saving considerable in op- 
erating cost. 

The amount of electric refriger- 
ation that has to be installed to 
meet the required temperature for 
the storage of dairy products, vege- 
tables and fruits, and meats, de- 
pends upon the size of the hos- 
pital, method of purchasing foods, 
average quantity of foods on hand 
to be stored, room temperature of 
the kitchen and several other fac- 
tors. In general, it is practical to 
have a separate storage cabinet for 
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dairy products, vegetables, fruits 
and meats. 


assembling a number 
of the largest size electric 
refrigerating units, the necessary 
capacity may be obtained to furn- 
ish adequate refrigeration for 
storage and ice freezing. The 
initial cost of such an installation 
is higher, but it often proves an 
economy over a period of time 
and has many noteworthy advan- 
tages. 

A number of electric refrigera- 
tors with individual units for each 
cabinet can have the same capac- 
ity as a large ice-making machine. 
Usually, however, with the mod- 
ern cabinets on the market it is 
possible to work out arrangements 
whereby the large refrigerated 
areas in the older types of in- 
stallations become unnecessary and 
the utility of a large storage space 
may be obtained with greater 
economy by the small refrigerator 
cabinet. 


A New Role for Movie Stars 

It takes Los Angeles to pull one 
like this. In other centers when 
they have a little fuss and cere- 
mony over laying the cornerstone 
of a hospital, they get a governor 
or a mayor or a bishop, or even a 
banker to flourish the golden 
trowel and put the first stone in 
place. 

But what do they do in Los 
Angeles? Well, what did you 
think they would do but get a 
movie star to do the job? So when 
they laid the cornerstone for the 
Los Angeles County General Hos- 
pital, which will be twenty stories 
high, have thirty-five acres of floor 
space and a capacity of 3,600 pa- 


tients, they had Mary Pickford do 
the honors. 

Well, Mary is a nice little lady 
and no doubt Los Angeles regards 
her as a “big shot”—more of a 
personality than the governor or 
the mayor or even the bishop— 
and we hope she gave the fund a 
big check, which she could well 
afford. We also hope that when 


they put the last steel girder in 
place on the twenitieth floor, she 
will have her husband—the nimble 
Douglas Fairbanks—climb to the 
topmost point and stand on his 
head, as a little advertising stunt 
to attract attention to the excel- 
lent institution. 


Students Form Volunteer 
Unit 


Women students of the Uni- 
versity of Chicago have formed 
a volunteer unit for spare time 
service with the Albert Merritt 
Billings Memorial Hospital. 

Their duties include acting as 
hostesses, reading to patients, 
wrapping bandages and _ similar 
auxiliary activities. 
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Honce 


By HARRY PHIBBS 


Did you ever, when you were 
a youngster and addicted to read- 
ing the kind of narrative poems 
you find in school readers, en- 
thuse over that famous poem by 
Col. John Hay—“The Enchant- 
ed Shirt”? 

Do you remember how the me- 
dicoes told the sick king that he 
would be well if he slept in the 
shirt of a happy man for one 
night—how the king’s emissaries 
searched for a happy man and at 
last they found him. He was a 
beggar at the gate. But he 
couldn’t loan the king his shirt, 
because he did not have any. 

Did you ever realize that as you 
go through life, men who will 
actually admit they are happy are 
as scarce as they were in the 
poem? Unhappiness, discontent, 
dissatisfaction — to most of us 
these are the spurs which drive 
us on and on. : 

But occasionally we meet that 
rara avis—a really happy man. 
What a joy and satisfaction there 
is in finding this happy individual 
to be not a lazy, careless, good-for- 
nothing, but a clever and ambi- 
tious person. 

I have just had that supreme 
satisfaction. This happy man is 
an artist. He is the artist of my 


beloved dune country, and often 
at exhibitions I have stood before 
his paintings and lost myself in 
the charm and wonderment of 
leafy trails, a rippled shore-line, 
a dune-land vista. 

The other day I went to one of 
his exhibitions and as I was mov- 
ing slowly from picture to picture, 
drinking in the beauty of them 
as you would absorb very good 
music when in the mood to lis- 
ten to it, the artist came up to 
me. He wasn’t the long-haired, 
floppy-tied, dilettante individual 
that tradition pictures the artist 
to be. He was a robust, hearty 
man of the outdoors. His clear 
gray eye gave the laugh to af- 
fectations. 

We talked and—wonder of 
wonders!—the man admitted to 
being absolutely happy. “Hap- 
py?” And he laughed as loud 
and as heartily as the fellow in 
Hay’s poem. “Why the richest 
man in the world, the greatest 
king that ever lived, could not 
have any more—or perhaps as 
much—happiness as I. Here I 
live out in the woods, by the 
shore, where I like to live. My 
little house is a studio. Out of 
every window I can see the lake 
and the trees and the hills. From 
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dawn to dark I wander around 
the trails and if I see something 
of beauty, I sit down and do 
what I like to do the most—I 
paint it. 

“People pay me money for do- 
ing this. They buy my pictures, 
and then another happiness comes 
to me. In homes and schools, in 
hospitals and places where people 
meet, I come across my pictures 
hanging on the walls, and they 
are translating for other people 
the beauty that I see in my little 
wanderings. 

“Each scene is an inspiration 
and each picture is a problem. 
When you have painted one pic- 
ture, you have the impulse to 
paint a better one. Look at this 
picture here—a group on the 
beach on a sunny day. I didn’t 
know what to call it, and then 


someone mentioned the name of 
a popular song—“Happy Days 
Are Here Again.” That’s the 
title of the picture. And for the 
artist who loves to paint out- 
doors, happy days are always 
here.” 

Now isn’t that the finest kind 
of a life for a man to lead, and 
isn’t that the greatest way in the 
world for a fellow to be happy? 

If ever in a picture gallery or 
a home you see a painting of sun- 
light filtering through the leafy 
branches, or a big storm cloud 
coming up over the lake, or fresh 
tracks through the white snow, 
and in the corner of that picture 
you see the signature “Frank 
Dudley,” you will know immedi- 
ately that the picture has been 
painted by one of the world’s few 
happy men. 
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Hanating Outpatient 
DIET DIFFICULTIES 


gN previous articles, the re- 
sponsibility of the dietitian 
in teaching patients has been em- 
phasized numerous times. While 
in the hospital it is the nurse’s 
duty to see that the patient un- 
derstands how to take care of 
himself after leaving the hospital, 
to prevent a return of the condi- 
tion that originally brought him 
there. However, in the outpa- 
tient department, there is an 
additional need in that the patient 
has to cure or treat his condition, 
as well as prevent a return of it 
after he has recovered. 

With these two needs in mind, 
let us consider some of the diffi- 
culties which the dietitian encoun- 
ters in trying to persuade patients 
to live on restricted diets. From 
the writer’s observations, it would 
seem that there are three reasons 
for failing to follow their diets as 
outlined. These are: 


ped they lack a knowl- 
edge of their condition 
and information as to what will 
happen if the diet is neglected; 
Second, they often lack a 
knowledge of the diet itself—that 
is, they do not understand clearly 
just what foods are included, and 
Third, often the diet is made so 
rigid and lacking in flexibility, 
that they find it not only difficult 
to follow from a will-power stand- 
point, but also find that it is very 


By ANNA E. BOLLER 
Consulting Dietitian 


hard to obtain certain of the foods, 
either being out of season; or the 
cost of the foods ordered is pro- 
hibitive. 


aN teaching patients, either 
in the hospital or the out- 
patient department, the first thing 
to give is an explanation of 
the patient’s condition. For in- 
stance, to diabetic patients, an ex- 
planation as to what diabetes is, 
and what will happen if the diet 
is neglected. To be more con- 
crete, they should understand 
where insulin is made in the body 
and its function in the burning of 
sugar, and that something has 
caused a reduction in the amount 
of insulin made, therefore the diet 
has to be reduced, so that these 
glands are capable of making 
enough insulin to take care of it, 
or if they do not, supplementary 
insulin has to given hypo- 
dermically. Also, patients should 
understand that the result of 
neglect of the diet, or a re- 
fusal to take insulin, if insulin has 
been ordered, will be his tolerance 
for sugar will gradually be re- 
duced until it reaches such a point 
that he cannot take care of his 
fats, and they will form acids, the 
harmful results of which must be 
thoroughly realized. 


gN the case of a gastro-in- 
testinal disturbance, which 
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THE PROFESSION RENDERS ITS VERDICT ON THE VICTOR SHOCK PROOF 


This photo of a Victor 
Model Shock 
Proof X-Ray Unit il- 
lustrates one of the 
many unusual 
tions of this type x-ray 
apparatus—vertical 
fluoroscopy without the 
use of the roentgen- 
scope. The tube and 
high tension trans- 
former being sealed in 
oil within the shock 
precludes 
the slightest danger of 
electrical shock. 


“Never Before Such Satisfaction” 


‘Tl HAVE used awide variety 
of equipment inmytwenty 
years of application to this 
work,” writes the head of an 
X-Ray Laboratory, “and have 
never experienced before such 
satisfaction and pleasure in 


handling any apparatus as 


this. To one who admires fine 
workmanship, excellence of 
design and ease of operation, 
the Shock Proof is ideal.” 


The fact that members of 
the medical profession have 
invested well over a half-mil- 
lion dollars in the purchase 
of Victor Shock Proof Units, 
since this 'equipment was in- 
troduced a short time ago, is 
evidence of its merit. Let us 
send you an illustrated bro- 
chure and tell you where, in 
your vicinity, you will find a 
Victor Shock Proof in use. 


GENERAL @ ELECTRIC 
X-RAY CORPORATION 


2012 Jackson Boulevard 


Chicago, Ill, U.S.A. 


SESEMERLY XRAY CORPORATION — 


Join us in the General Electric program, broadcast every Saturday evening 


over a nation-wide N. B. C. 


; 
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requires a change in the food con- 
sistency or composition, the pa- 
tient should know why some types 
of food cause an irritation and 
make the condition worse, while 
others reduce this irritation and 
help the patient to improve by 
reducing discomfort and causing 
a general improvement. 

In the case of the ketogenic 
diet, the object of the diet should 
be explained to the parents, or if 
the child is old enough so that 
he can understand, it should be 
explained to him. The patient will 
rebel at any diet as difficult to 
stay on as a ketogenic diet, unless 
he understands what improvement 
can be expected from following it. 


N all conditions where suf- 
fering is the result of fail- 
ure to follow a diet, such as a 
severe diabetic slipping into coma, 
an epileptic having a seizure, etc., 
the patients are very apt to stay 
on their diets after they have had 
an upset. However, in other con- 
ditions where diet is just as 
important but where there is no 
suffering, it is difficult to get pa- 
tients to remain on highly re- 
stricted diets. 

In a mild diabetes, for instance, 
where disagreeable symptoms do 
not appear for some time, in mal- 
nutrition and obesity, where fail- 
ure to gain or lose does not cause 
any real suffering, the greatest 
problem of diet control is found. 
Here again, the explanation as to 
why the condition should be 
changed and how it can be 
changed must be given, for pa- 
tients will find it much easier to 
live strictly according to orders 
when they understand the reasons 
for doing so. 


HE dietitian must have a 

sound foundation as to 
these pathological conditions, in 
order to make her explanations 
simple enough for the patients to 
fully comprehend. A very easy 
and advantageous way to main- 
tain the patient’s interest and help 
him to understand the situation is 
to give him some concrete way of 
watching his own condition. 

‘For example, the mild diabetic 
should know the sugar test, and 
the severe diabetic on_ insulin 
should know both the sugar and 
acid tests. He should know 
just what to do when he finds 
sugar, what to do when he finds 
acid, to clear up either of these 
conditions. Much trouble can be 
avoided if the patient understands 
the handling of his own case to 
this extent. 

The patient with colitis should 
know what a normal movement is, 
and should be taught to watch for 
signs of improvement, and to ad- 
just his diet when there is any 
change in his condition. 


NE instance where the 

educational work includes 
this ability to watch the patient’s 
condition, having proved especially 
satisfactory, is in the ketogenic 
diet. Many a child who has re- 
belled against the diet has been 
won over to cooperate by show- 
ing him the simple test for acetone 
bodies, and by giving him several 
diets with varying amounts of 
carbo-hydrate, so that when he is 
showing acid he can stay on the 
highest of these, and when he dis- 
covers that the acid has disap- 
peared, he can drop down to the 
lower carbo-hydrate diet and grad- 
ually work up as long as the acid 
remains. 
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The Technical Advisor Suggests . . . 


“A Periodic Inventory of 
Processing Equipment”’ 


GINCE an x-ray film can be developed but once, it is of utmost im- 
portance that efficient methods be used in a clean processing room. 
Eastman Indirect Light-Boxes, Wratten Safelight Lamps and Safe- 
lights are essential for correct illumination. The Eastman X-ray Timer 
and Tank Thermometer are accurate aids in the control of develop- 
ment time and solution temperature. Eastman Development Hangers 
hold films flat during development, fixation, washing, and drying. 

A properly equipped processing room, using Eastman Prepared 
Processing Powders, will produce the highest quality radiographs 
economically with Eastman Diaphax X-ray Film. 

The Technical Advisor in your locality will be glad to inventory 
your processing room equipment. Mail the coupon below. 


For a quarter hour of stimulating entertainment, tune in on 
“Devils, Drugs, and Doctors,” broadcast each Sunday evening at 
8 o'clock E.S.T., over a coast-to-coast network of the Columbia 
System. These talks, sponsored by Eastman Kodak Company, 
are given by Dr. Howard W. Haggard, Associate Professor of 
Physiology, Yale University. 


Eastman Kodak Company, Medical Division 
345 State Street, Rochester, N. Y. 


Gentlemen: 
Kindly have a Technical Advisor call at his earliest convenience. 


Institution 
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NUMBER of cases of 

epilepsy have been con- 
siderably helped by this plan of 
getting the cooperation of the 
child. 

The mal-nourished and obese 
patients will watch their weight 
without much urging. In fact, it 
is sometimes necessary to warn 
them not to watch it too closely 
for the reason they do not always 
understand the daily fluctuations 
which are often due to water bal- 
ance or that the weight is taken 
under varying conditions. 


ATIENTS must thor- 

oughly understand the 
diet as outlined, and the diet must 
be adjusted to the individuals, if 
they are going to remain happy. 
For example, the dietitian may 
make out a diet following the doc- 
tor’s orders, but when she applies 
it to the individual, finds there 
are several items that the patient 
does not relish, while certain 
other foods which could have been 
allowed have been omitted. 


Quite recently, in a demonstra- 
tion to a group of medical stu- 
dents, the writer made out a 1500 
calorie diet for a patient who was 
expected to lose weight very 
slowly. After satisfying all the 
body needs, and meeting the cal- 
oric requirement, the patient was 
interviewed as to her likes and 
dislikes. It was found that al- 
though some bread had been al- 
lowed, the patient did not care for 
bread at all, and that she would 
be very much better satisfied if 
she had a small amount of po- 
tatoes substituted for her bread. 
Also, she did not care for butter, 
and preferred to have it left off 
of her diet, but did like a little 


cream for her coffee. Without 
materially changing the caloric 
content, the diet was readjusted 
to fit the patient’s preferences, 
and there is no question but that 
she will stay on the second diet 
very much longer than on the first 
one. 

Therefore, our first problem is 
to suit the diet to each patient’s 
liking as far as possible, and ‘plan 
to present it in such a simple form 
that it is entirely understandable. 


OUR next problem is to 
teach patients how to sub- 
stitute other foods for those on 
their diets, and how to select their 
diets from general menus, from 
the cafeteria counter, or wherever 
they may find themselves when 
away from home. 

In other words, the problem is 
to teach patients in such a way 
that they find their diets livable. 
To accomplish this, they should 
know the following substitutions 
as well as many others: 


Substitute for 1 egg— 
25 grams lean meat 
30 grams chicken 
30 grams goose 
40 grams fish 
25 grams cottage cheese 
20 grams cheese (average of all kinds) 
Substitute for 50 grams cream— 
14 grams nuts (average of all kinds) 
80 grams bacon 
30 grams breakfast sausage 
10 grams-peanut butter 
26 grams olives 
Substitute for 20 grams bread— 
55 grams potatoes or corn 
14 grams macaroni, spaghetti or noo- 
dles (dry weight) 
15 grams crackers 
15 grams oatmeal (dry weight) 
14 grams prepared cereal — cornflakes, 
puffed rice, etc. 
16 grams prunes (dry weight) 


gn planning an educational 
program, it is well to defi- 
nitely decide what to teach, and 
have it in outline form, so that it 
(Continued on page 70) 
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Look at their = 
Ample Size! 


Note the Zobec Gauze cover- 
ing, the soft and fluffy filling, 
the non-absobent back; in a 
word, the full quality and lux- 
ury comfort that Johnson & 
Johnson put into Modess 
Hospital Napkins 


. - . and then remember that 
you get all this quality and 
comfort for your patients at 
the lowest prices these nap- 
kins have ever been quoted. 
Again you no premium 
~ Does not that explain 
why Modess Hospital Napkins 
are standard equipment in so 
many institutions?. Do you 
want to see and test a pack- 
age? 


Samples on request. 


HOSPITAL, OLVISION 


New Brunswick, N. J. 


: 
“ 
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The Deaconess Hospital 


Evansville, Indiana 


IN REPLYING TO THIS LETTER 


PLEASE ADDRESS 
BOX 3 POSTAL STATION A 
EVANSVILLE, INDIANA 


A Member of the 
American Hospital 
Association 

Up-to-the- Minute 

in Equipment 

Only a Fifteen 

Minute Walk From 

the Business District 
Operated Under 

the State Laws 

of Indiana 

Located on Mary, 
Delaware, Edgar 

and Sts. 

Nurses Training School 
Laboratory Department 
X-Ray Department 
Physical Therapy Dept. 
Cardio-Vascular 
Laboratory 

Radio Broadcasting 
Daily-Morning Famil 
Worship 
Altar Worship 

Station WGBF 
Approved by the 
American College 


of Surgeons s 
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A 


ONE of the best 
Pa examples of hospital 

y publicity at a glance, 

Fd that has come to our 

s attention recently, is 
P the letterhead of the 
, Deaconess Hospital, 
Evansville, Indiana, of 


pa which A. G. Hahn is 


business manager. 


As will be noted in the reproduction 
here, the left hand side of the letter- 
head lists in a concise and readable 
way all the credentials, special features 
and advantages of the hospital. This 
listing saves the effort of answering 
questions about what services the hos- 
pital has to offer and leaves nothing 
to the imagination, relative to the 
standing and equipment of the Dea- 
coness Hospital. 
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Last month lack of space prevented 
me from telling you about a sim- 
ple method of egg laundry 
bills. I was hoping to tell you this 
month, ‘But something so impor- 
tant that I MUST tell you about it 
has happened, so I will have to 
postpone that other news again. 


Prices on Sanisorb have been re- 
duced! 


I wish you were here beside me in 
fact so I could send down to the 
stock room for a sample. 


But, since you are not here, won't 
you open your Will Ross Catalog 
to the Sanisorb page (42) and read 
the description. Every one of the 
“Six Points” is extremely impor- 
tant: over twice the bulk of ab- 
sorbent cotton, that indicates flufh- 
ness; 3 to 5 times as absorbent as 
cotton; more rapid absorbency; 
cooler, smoother dressings; built u 

in layers, peels apart without difh- 
culty; manufacturing process and 
treatment = greatest possible 
sterility; absolute uniformity; free- 


dom from lint. These are some of 
the features that explain why more 
and more hospitals are turning to 
Sanisorb. And in addition to all of 
this, Sanisorb, at the old prices, has 
been less expensive than even the 
cheapest of absorbent cottons! 
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“The Shopper goes her Merry Round, 
With Eyes and Ears wide open, so 

When 
She’ll See and Hear and Krow.” 


alue makes a Move or Sound, 


And now the price has been re- 
duced 2¢ a lb. Think of it! Sani- 
sorb at 15¢ a lb. in 1000 Ib. lots! 
In 500 Ib. lots it’s now 16¢ a lb. 
And in 100 Ib. lots it is 17¢ a Ib. 
(West of the Mississippi, except in 
Duluth, Minneapolis, St. Paul and 
Rochester, Minn. add 1¢ a Ib. to 
foregoing prices.) If you have nev- 
er used Sanisorb may I suggest that 
you send in an order for 100 Ibs. 
just to try it. I know you will be 
more than satisfied. 


Sanisorb Pads (described on page 
43) have been just as popular as 
Sanisorb. And now they will be 
more popular than ever because 
their price has dropped too. The 36 
ply, 9” by 314” pads are now only 
$11.75 per 1000 in 10,000 lots. 


Spring’s near and spring means 
many things besides house cleaning. 
Vases, for spring flowers, for in- 
stance. You'll be needing a Will 
Ross catalog every day now. Write 
me if you haven‘t a copy. I'll be 
glad to send you one. And please 
remember that I am sincere in my 
desire to help you with your shop- 
ping, even though it is for some- 
thing outside of the Will Ross line. 


“Shoppers’ Bureau” 


WILL ROSS, INC. 
779-783 N. Water St., Milwaukee, Wis. 
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Some SPECIAL FEATURES 
Of Saint Elizabeth’s Hospital 


The Imposing Entrance At St. Elizabeth's 


Every one interested in a com- 
pletely modern hospital will find 
a very good example in the new 
St. Elizabeth’s Hospital, Chicago, 
recently opened. 

From the bronze doors of the 
front entrance to the heliotherapy 
deck on the twelfth floor, it has 
been carefully planned to incorpo- 
rate many of the most advanced 
features for efficiency and the com- 
fort of patients and personnel. It 
is twelve stories high, with a ca- 


pacity of 200 beds. The building 
includes a complete kitchen lay- 
out, x-ray, physiotherapy, labora- 
tory, pharmacy, obstetrical and 
surgical departments. 

The lobby—like that of a mod- 
ern apartment hotel—is spacious 
and luxurious, though not extrava- 
gant. The information desk is in 
the center, behind which is a mar- 
ble statue of St. Elizabeth in a 


niche between the two elevators. . 


Walls are paneled in a rich wal- 
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BABY-SAN 


AMERICA’S FAVORITE BABY SOAP 


IT Is AGREED at Round Table discussions of Hospital 
Superintendents, nurses and medical men that BABY-SAN is the 
correct product for bathing babies. 

BECAUSE—bathing the baby immediately after birth 
with BABY-SAN removes the vernix quickly and gently. 

BECAUSE—BABY-SAN eliminates from the skin of the 
newborn possible existing bacteria, which if allowed to remain, 
would develop into a troublesome situation. 

BECAUSE— daily bathing with BABY-SAN 
keeps the baby’s skin in a wholesome condition. 


CAUTION— 
only the Hunt- 
ington Lab- 
oratories, Inc., 
Huntington, In- 


BABY-SAN 
portable dis pen- 
sers for use on ; 
nursery bathing | 

tables are fur- | 


nished to the hos- © diana, makes and 
pitals. They're sells BABY- 
handy and ef- SAN. Don’t be 
ficient. misled. 


Hospital Department 


The HUNTINGTON LABORATORIES, Inc. 


Huntington, Indiana 
Canadian Office and Warehouse, 36 Yonge Street, Toronto, Ontario 


BABY SAN 


HUNTINGTON 
PURE LIQUID CASTILE (MADE IN U.S.A.) 


LABORATORIES 
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Self-In 


The ORRSELL Pail 
ilencer—a practical 
and efficient noise- 
eliminator. 


| = Made in black and white rubber, 
: with grip to fit all pails. 


PAIL SILENCERS 


The elimination of noise is seve of the 
biggest anger in the hospital today. 
his new addition to the | famous ° 
ORRSELL line of dependable products The ORRSELL Identifice- 
4 is so effective in this direction that it is tion Label—permanent an 
si ecoming a necessity in the hospital. easily attached. 
ased on the vacuum system, it is easily 
attached to bottom of pail. Note the 
small rubber guards which attach to 
handle of pail—another noise eliminat- 
ing feature. 


THE ORRSELL COMPANY 


INCORPORATED 
108 WEST 78th ST., NEW YORK CITY» 


|| Hospital Topics & Buyer 
q ine SS 
oPRSELL 
PROPERTY OF © 
THE 
CALIFORNIA HOSPITA 
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Products 


i solve your problems 


These convenient time- and labor-saving items will prove their 
value and efficiency as soon as installed in your hospital. 


Self-Inflating Cushion Ring—Has Patented Internal Air Valve 
which makes it possible for patient or nurse 
to adjust cushion to the desired inflation, 
without painful turning or moving of body. 


Identification Label—Made in many colors 
and used by leading hospitals. Easily at- 
tached—nermanent—positive. 


We will be glad to give you a demonstration on any or all of 
our products—without obligation to you. 


Self-Inflating Cushion Ring 
—Note the Patented In- 
temal Air Valve. Con- 
venient and practical. 


i 
| 
CALIF; 
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nut; all the panels, said to be the 
largest ever made, are cut from a 
single tree imported from Russia. 
The floor is terrazzo laid in an at- 
tractive tapestry pattern. Lighting 
fixtures and the 
grille work in the 
office windows are 
chromium plated, 
all designed to harmonize with the 
architecture of the building. Both 
the lobby and the reception room 
adjoining are ventilated through 
the radiators. 

There are three high-speed ele- 
vators, one of which is controlled 
by an operator or a push button. 
They are of the gearless, variable 
voltage type capable of a speed of 
400 feet per minute. Thus, one 
can travel from the basement to 
the top floor in twenty seconds. 

Mention of a few special fea- 
tures will give some idea of the 
many interesting developments to 
be found in this hospital. 

Every effort has been made to 
have the patients’ 
rooms pleasing and 
restful. They have 
been planned so 
that practically any type of 
service can be furnished. They 
vary in size from a small to 
a very large private room provid- 
ing de luxe service to emergency 
or semi-private rooms. Almost 
every room is provided with at 
least a toilet and lavatory and 
many have baths. Some of the 
special features are colored tile 
bath rooms, colored fixtures and 
modern Venetian-mirzored medi- 
cine cases, the new iype copper 
cabinet radiation and a simple but 
effective wall decoration. Each 
room is supplied with a radio loud- 
speaker or, as Sister M. Alphon- 


Attractive 
Lobby 


Patients’ 
Rooms 


sina, Superior, puts it, a “soft” 
speaker. 

A noteworthy feature is a dual 
temperature control, which main- 
tains a definitely determined, even 

temperature during 
Temperature the day time and 
Control a lower one at 

night. However, 
these controls are so arranged 
that a higher temperature is pos- 
sible in any room, if and when 
desired. A small push button 
makes it possible to continue the 
day temperature throughout the 
night. 

All the furniture, with the excep- 
tion of easy chairs, 
is constructed of 
steel enameled in 
rich colors to 
harmonize with the wall deco- 
rations. Closet space with shelves 
and clothes rods is provided for 
every room. Mechanical equip- 
ment includes an individual bed- 
pan washer, an emergency nurse 
call, telephone, an electric outlet 
for lamps, cardiographs and port- 
able x-ray and_ physiotherapy 
equipment. 

Doors have holders so that they 
can be kept open and each has a 

small device with 


Furniture 
Construction 


Door the inscription 
Signs “Sleeping,” “No 
Visitors,” “Rela- 


tives Only,” which signs elimi- 
nate the necessity of hanging un- 
sightly placards on the door knobs. 

One is impressed by the com- 
pactness and convenient arrange- 
ment of the kitchens. The various 
departments are housed in sepa- 
rate rooms instead of being thrown 


into one large general kitchen. 


This plan permits closer super- 
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fMercurochrome 


220 SOLUBLE 
(Dibrom-oxymercuri-fluorescein), 


_ As a preoperative 
skin 


DISINFECTANT 


A SPECIAL ALCOHOL-ACETONE-AQUEOUS 
SOLUTION 
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It is not painful. 

It does not cause dermatitis. 

It penetrates deeply. 

Its bactericidal activity is stable. 

It is practically non-toxic. 

It dries rapidly. 

Its color shows just where it has been applied. 


During the five years that this solution has been used, it has definitely 
demonstrated its effectiveness. 


Formula for Solution: Dissolve 2 —— Mercurochrome in 35 c.c. dis- 
co! 


tilled water, add 55 c.c. of 95 per cent and 10 c.c. acetone. After the 
solution has stood for a few hours, a slight precipitate will form, which may be 
filtered off. Solutions 46 days old were found to be completely germicidal on 
two-minute skin tests, so that stock solutions may be retained. 


Hynson, Westcott & Dunning, Inc. 
Baltimore, Md. 
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vision and fixed responsibility for 
the departments, allowing for op- 
eration without _ interference, 
although the rooms are grouped 
to produce easy communication 
between departments. 

Storage refrigerators are con- 
trolled by a vestibule opening di- 
rectly from the commissary, pro- 
viding economy of operation and 
a more constant temperature in 

the storage room. 
Storage Thus the heated 
Refrigerators air from the kitch- 

en area cannct 
come in contact with the refriger- 
ated air and cause condensation. 
The general storage refrigerators 
are designed with overhead coils, 
assuring the maximum in air cir- 
culation, and proper food preser- 
vation. The refrigerators are of 
the built-in type. There are two 
ice machines, one for general ser- 
vice and a smaller one which is 
used for the ice cream freezer and 
ice cream hardening room, where 
it maintains a temperature of zero. 
Tanks supply thousands of pounds 
of ice daily, which is kept in an 
ice storage room. 

All the fixtures in the commis- 
sary, such as bins, shelving, etc., 
are of non-corrosive metal, have 
rounded corners, and are of the 
removable type. 

Ranges, kettles and steamers 
are enclosed with wing walls to 
prevent deflection 
of heat into the 
kitchen proper, 
and over these 
areas canopies ate placed which 
are directly connected to exhaust 
fans in a pent house on the roof. 
This arrangement assures direct 
and efficient ventilation. 


The main kitchen, where foods 


Kitchen 
Ventilation 


are cooked and prepared for 
distribution to the ward kitchens 
on the various floors, and to the 

staff and nurses’ 


Kitchen dining rooms, is 
Centrally centrally lo- 
Located cated and the va- 


rious preparation 
departments open directly into it. 
Each department, of course, is 
completely equipped with service 
refrigerators, tables and culinary 
appliances. 

All dishes are washed in the 
diet kitchens on each floor, with 
the exception of dishes for the 
special diets, for which a small 
dishwashing machine has been 
provided in the 
main diet kitchen. 
This system per- 
mits adequate prop- 
erty control and eliminates any 
undue transportation of soiled 
and clean dishes. Further, it 
allows maintaining individual serv- 
ice for a patient throughout his 
stay. 

The main diet kitchen is in di- 
rect communication with the floor 
service kitchens by 
means of high 
speed electric 
dumb waiters and 
a system of house phones. It is 
completely equipped to be self- 
sustaining and to provide all spe- 
cial diets in their entirety. 

All the metal work of the 
kitchen equipment, _ including 
steam tables, bain maries, sinks, 
interior linings of service refrig- 
erators and table tops, is of a fer- 
rous chrome nickel alloy, known 
through experience to resist rust. 
All sinks throughout the kitchen 
are constructed with rustless metal, 
with sanitary round corners. All 


Dish- 
Washing 


Diet 
Kitchen 
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Pediatricians will note with interest the 
composition of Karo Syrup, as given below: 


Karo Blue Label , Karo Red Label 


Dry Basis Dry Basis 
Dextrin. . . 36.4% 48.5% | Dextrin. . . 36.0% 48.3% 
Maltose . . 22.2 29.7 Maltose . . 22.0 29.5 
Dextrose . . 7.5 10.0 Dextrose . . 7.4 9.9 
Sucrose Sucrose. . . 9.0 12.0 
(partly inverted) 7.1 9.7 Ash ... OF 0.3 
Extractives. . 0.7 1.0 Water. . . 25.4 


Water. . . 25.3 100.0% 100.0% 


100.0% 100.0% 


The Medical Profession is well acquainted with the ad- 
vantages of dextrin and maltose mixtures as a carbo- 
hydrate for infant feeding. One fluid ounce of Karo 
equals one avoirdupois ounce of sugar. One fluid ounce 
of Karo provides 120 calories. Two tablespoonfuls equal 
one fluid ounce. 

NOTE: Karo is the Corn Syrup now being prescribed for 
Infant Feeding—not only because of its high Dextrin and 
ample Maltose content—but because parents can secure 
Karo from grocers in every village, town and city in every 
state of the U. S. A. 


CORN PRODUCTS REFINING CO. 
17 Battery Place New York, N. Y. 
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have direct opening gate valves 
with waste, eliminating the use of 
plugs and chains. 

The bakery is equipped with 
electric bake ovens automatically 
controlled, thus as- 
suring accuracy. 
Ranges are of the 
extra heavy type 
finished in rustless metal and 
constructed for gas fuel. Kettles, 
vegetable cookers and roasters are 
steam operated. Bulk food from 
the main kitchen will be trans- 
ported to the diet kitchens in 
electrically heated food carts. 

The operating rooms are lighted 
by the recessed ceiling type which, 
according to Sister Alphonsina, 
has been very satisfactory. All 
these rooms, including the instru- 
ment, delivery and _ sterilizing 
rooms, have washable vitreous 
glass wainscot, in 
green. The major 

rating rooms 
a equipped with 
clocks and second clocks and have 
cases containing apparatus to con- 
form with the local building code. 
They are also provided with hu- 
midifying devices and a tempera- 
ture control system. The doc- 
tors’ and nurses’ rooms are pro- 
vided with radios, and the doctors’ 
room has an adjoining wash room 
with shower baths. 


To Build Hospital With 
Tinfoil 

Tinfoil collected and sold by the 
Twin Cities Shriners’ Hospital, St. 
Paul, Minnesota, for a new con- 
valescent hospital has netted the 
hospital $5,040.57 to date. It is 
planned to erect a convalescent 
building adjoining the main hos- 
pital in the near future. 


Bakery 
Equipment 


Surgical 
Department 


For the benefit of other hos- 
pitals which may wish to use this 
idea, the instructions of the scrap 
foil campaign committee are of 
interest. 

The committee asks that persons 
sending in tinfoil refrain from 
making it into balls, as sufficient 


heat to penetrate the center will 
ruin the outside foil. It also cau- 
tions contributors against sending 
in aluminum foil which is of no 
value. All tubes containing salves, 
tooth paste, glue, shaving cream 
and library paste are of no value 
because they are a mixture of lead 
and tin. 


Iowa Association to Meet 
March 11-12 


Robert E. Neff, president, Iowa 
Hospital Association, announces 
its 1931 meeting will be held 
March 11-12 at the Hotel Roose- 
velt, Cedar Rapids. 5 
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For the treatment 
OXICATION N 
and CONSTIPATION, 
Aggy ttins in viable form the oil 
in a refined Miers! 


PREPARED BY 


THE cHEMICAL 


YONKERS. N. ¥ 


SCIENTIFICALLY COMPLETE 
: FOR THE MODERN TREATMENT OF 


AUTO-INTOXICATION 


SAMPLES AND LITERATURE ON REQUEST 


The Arlington Chemical Company, 
Yonkers, New York 


Please send samples and literature with hospital prices. 
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THE HOSPITAL BOOK SHELF 


By A. P. O°CALLAGHAN 


practising physician of 
today can recall receiving lectures 
in medical jurisprudence during 
the course of his college curricu- 
lum, but there is a natural tendency 
to forget the subject, following 
graduation. 

The busy man is naturally in- 
tent on his purely medical prob- 
lems and yet he is taking too big 
a personal chance if he neglects 
to keep himself posted on the 
many legal pitfalls which daily 
surround the practice of his pro- 
fession. 

Medico-legal interpretations are 
not always identical today with 
those of five or ten years ago, and 
for this reason the wise man is he 
who protects himself by keeping 
an authoritative, up-to-date tome 
at his elbow as his legal mentor 
and guide. 

Most physicians are familiar 
with the two previous editions of 
the book mentioned here, because 
ever since its first publishing it has 
been regarded as a standard work 
in this special field. The important 
news not only for the medical stu- 
dent of today but likewise for his 
older brothers is that a carefully 
revised edition is now available 
under the title. 


Medical Jurisprudence 


A Statement of the Law of Forensic 
edicine 
By Elmer D. Brothers, B.S., LL.B., 


Third Edition, 1930. 309 s. Pub- 
lished by C. V. Mosby Co. Price $3.50. 

The author has the highest 
qualifications for his task. Ever 
since 1895 he has been delivering 
courses of lectures before student 
bodies on the subjects discussed, 
and whereas the medical features 


have been treated by many auth- 


ors, he has accomplished what 
few have attempted, namely to 
provide the doctor with a satis- 
factory text on their purely legal 
aspects. 

Naturally, as a skilled lecturer 
and writer, the author has been 
able to whittle his text to pure 
essentials “without sacrifice to com- 
pleteness of exposition and accu- 
racy in elucidation of fundamental 
principles.” 

Throughout his work he senses 
the needs and interest of his read- 
ers by avoiding such technical mat- 
ters as would be useful only to 
legal students and practitioners. 

Wherever possible he avoids the 
stilted phraseology of the typical 
legal textbook, and transforms a 
subject which might easily be as 
dry as dust to one that is quite 
readable as well as instructive. 
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FAULTLESS 
Hospital Equipment Fuliills 
Unusual Requirements 


THE FAULT- 
LESS Line is a quality line. 
Being a quality line each 
unit that composes it meets 
the foremost requirement 
of hospital buyer; 
namely, long-run economy 


TAAL for the work for which it is 


D O U G H E RTY designed. A _ widespread 


study of hospital and medi- 

F AU cal needs has helped devise 

Faultless special steel furn- 

iture for every phase of 
hospital work. 


QUALITY Wa Practical design, right ma- 
COMPLETENESS terials, careful assemb'y— 
in-built strength. Whether 
your need be for stock 
pct ar may be sure that your 
problem will be worked to 
single company. includes generat hoops an admirable conclusion 
| through the Dougherty 
: Contract Department. 


folk -who use it. les sturdy construction assures 


tong sevice tow cont. See the new Dougherty 


g in 
the catalog section of 
the Ii1th Edition of 
Modern Hospital Year 
Book—out this month; 
or write to us today for 
separately bound re- 
print. 


Dougherty’s FAULTLESS 
ssociation Line of Hospital Equipment 
of includes: 

; Pennsylvania Beds Mattresses Pillows 


Steel Private Room Furniture 


Bellevue-Stratford Hotel Ward 


Philadelphia, Pa. 

. Opera Room Furnitur 
March 24, 25, 26, 1931 None Fa e 
DOUGHERTY EXHIBIT Wheele tf 

Miscellaneous Hospital 
Equipment 


Write for catalog and details 


H.D.DOUGHERTY & CO. 


The ““FAULTLESS” Line 
1 7th & Indiana Ave. Philadelphia, Pa. 
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Mr. Brothers displays an excellent 
command of descriptive English 
and a beautiful literary style. The 
very latest rulings on such vital 
questions as The Law of Com- 
pensation, Malpractice, Licensure, 
Expert Testimony, Crimes with 
Medical Aspects, Criminal Insan- 
ity, etc., are handled in masterly 
fashion. Every subject is dealt 
with as briefly as is considered ex- 
pedient, but where fuller informa- 
tion may be desired by the reader, 
careful references are given to an- 
notated cases. 

Medical subjects are not dis- 
cussed except where considered 
necessary to an exposition of the 
legal aspects or to illustrate the 
application of the legal principles 
announced. 


The editor of a medical journal 
is perhaps the most logical man to 
tackle the laborious and responsi- 
ble task of compiling a medical 
dictionary. 

In his daily rounds he is forced 
to correct so many manuscripts 
containing inaccuracies of spelling 
and misuse of medical terms, that 
he more than another has learned 
to appreciate the inadequacies or 
errors of dictionaries which he has 
consulted for corroboration or en- 
lightenment. 

And so it is natural that a pur- 
ist from the standpoint of medical 
orthography and an author and 
editor of the calibre of Thos. 
Lathrop Stedman, A. M., M. D. 
should deem it a solemn duty to 
function as a lexicographer. 

Dr. Stedman has already pro- 
duced ten previous editions of his 
work, which is sufficient testimony 
to its worth, and now he an- 


nounces his 11th edition, available 
under the title 


Stedman’s Medical Dictionary 
(Illustrated) 


llth Revised Edition. 1222 pages. 
Published by Wm. Wood & Co. Price 
$7.00, plain, $7.50, indexed. 

The author has long been an 
advocate of the purer forms of 
medical terms and bemoans the 
modern tendency toward careless- 
ness in the frequent use of “bar- 
baric” synonyms. 

While not taking it upon him- 
self to omit the terms to which 
he finds personal objection, he 
adopts the uniform policy of de- 
fining the pure Latin or Greek 
forms and appending the less au- 
thentic as mere synonyms. 

He is also an apostle of correct 
spelling, insisting for example up- 
on the pharmacopeial recommen- 
dation of the ending “ine” as ap- 
plied to basic substances, alkaloids, 
etc. as distinct from the “in” used 
to denote glucosides, bitter prin- 
ciples, proteins, etc. 

In words derived from the Greek 
the “K” (Kappa) is represented 
by the English “C”, especially 
before a hard vowel, and therefore 
to the author there is little point 
in writing “Katabolism” for “Cat- 
abolism”, etc., especially since we 
still write “Catalepsy”, etc. 

As regards the practical use- 
fulness of the dictionary, it is 
everything to be desired from the 
standpoint of arrangement. Defin- 
itions are given with accuracy and 
clarity of expression. In defining 
certain parts of the body, the 
author in many instances has ap- 
pended a list of diseases associated 
with the part, which should prove 
extremely helpful to the student. 
Illustrations and plates are used 
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No Hospital Complete Without It 
Tycos Surgical Unit 


Every hospital executive is vitally interested in cutting down 
overhead, but he is still more concerned with lowering 
mortality. Here is a permanent fixture of your operating 
rooms that up-to-date surgeons and anesthetists demand— 
without which they dare not operate in cases of bad sur- 
gical risk. ; 
Is the heart holding out? Is it safe to continue the an- 
—e Or should we use the Trendelenburg position at 
once 

These are questions the trained anesthetist can answer im- 
mediately, provided he determines the blood-pressure with 
the Tycos Surgical Unit at frequent intervals during the 
operation. The large, easily read dial is constantly in view, 


yet out of the way of the surgical team. 

he Unit consists of the large Office-Type Sphygmomanometer with 

a mechanically perfected universal bracket that can be attached to 

any make of operating table or anesthesia machine in an infinite 

variety of positions. The bracket is substantial, light in weight, 

easily cleaned, made of highly-polished aluminum. 

Price of Tycos Surgical Unit (complete with Office-Type manom- 

eter, universal bracket, 6 feet_of rubber tubing, arm bag, inflating 

bulb and valve) $52.50; of Universal Bracket only (which can 
with the large Office-Type Tycos Sphygmomanometer) $15.00. 


Accept no substitute for Tycces Accuracy. 


Taylor /nstrument Companies 


ROCHESTER, N. Y., U. S. A. 
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plentifully throughout where it is 
considered that they are necessary 
to further elucidate the text. 

The words defined with their de- 
rivation and pronunciation include 
those used in Medicine, Dentistry, 
Veterinary Medicine, Chemistry as 
applied to medicine, Botany, and 
special terms as used in connection 
with Life Insurance, etc. 


Eastman Broadcasts 
“Devils, Drugs and Doctors” 


Hospital superintendents will be 


interested in listening in on Sun- 


day evenings from 7:00 to 7:15, 
C. S. T., Station WMAQ, to the 
Eastman Kodak program, spon- 
sored as a tribute to the physician, 
surgeon, radiologist and dentist. 
The national broadcast is. en- 
titled “Devils, Drugs and Doc- 
tors” written by Dr. Howard W. 
Haggard, assistant professor of 
physiology, Yale University, who 


presents the highlights of medical 
progress through the ages. 

Printed copies of Doctor Hag- 
gard’s talks may be secured upon 
request. 


Fesler Heads Local Council 


Paul H. Fesler, superintendent, 
University Hospital, Minneapolis, 
and president-elect, American Hos- 
pital Association, has been elected 
president of the Hospital Council 
of Minneapolis, the local organiza- 
tion of hospital superintendents. 
Other new officers are Mrs. Pearl 
L. Rexford, Northwestern Hospi- 
tal, vice president; Mrs. Lydia 
Miller, Asbury Hospital, second 
vice president; and Mrs. Harriet 
S. Hartry, St. Barnabas Hospital, 
secretary. 

The Council recently indorsed 
the request before the state legis- 
lature for $350,000 fora psycho- 
pathic hospital in Minneapolis. 


BOYS AT THE TUBERCULOSIS SANATORIUM, PERRYSBURG, NEW YORK 


In sunshine twenty-two hours a day. Living in the open air as much as sible 
soon brings the color back to wan cheeks. Here are some samples of young America. 
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ACME CHEMICAL CO. 
Mi 


ILWAUKEE, WISCONSIN. 


KLOMINE 


Important 
Sterilization 
and Disinfectant 


Truths About 


Klomine 


Klomine is a powerful, yet absolutely 
safe disinfectant. It is non-poisonous 
and non-caustic. It is non-corrosive to 
instruments. Klomine will not stain. 
It is readily miscible with water for 
deodorizing sick rooms, etc.; for dis- 
infectantly washing beds, linens, floors, 
utensils, glassware, bed pans, and for 
sterilizing surgical instruments, etc. 
Klomine has a refreshing sassafrassy 
odor. 


It has a phenol coefficiency of 1.48 
(U. S. Standard Rideal Walker Test) 
and a germicidal power toward B. 
typhosus 1.48 times that of phenol. 


Klomine effects a 25 to 35% saving by 


its use. 


Free Sample 


A generous portion of Klomine 
will be sent to you on request 
for you to try and test in your 
own hospital. 


ACME CHEMICAL CO. 
2403 Clybourn Str. 
Milwaukee, Wis. 


INE 
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Are Patients Able to Pay 
Under the Present System? 
(Continued from page 23) 
of this sickness did not fall; 59 


private and semi-private patients, 
who paid the physician a fee; and 
8 families who were excluded 
from discussion of income because 
their incomes could not be esti- 
mated. 


HE réport shows that 

nearly $60,000 was spent 
for sickness by 472 hospital and 
clinic families during the schedule 
year from July 1928 to June 1929. 
It will be noted that in the group 
studied, illness expense fell very 
unevenly. The 46 per cent of the 
families who spent $50 or less on 
sickness were responsible for only 
seven per cent of the total ex- 
penditures. The unfortunate 22 
per cent whose illnesses cost them 
from $151 to over $1,000 carried 
74 per cent of the total. Conse- 
quently, less than one-fourth of 
the families paid almost three- 
fourths of the entire amount. 


hundred and sixty- 
two families had been 
under expense for other sickness 
during the year in addition to that 
studied. Of this number, 293 had 
utilized private physicians and at- 
tendants, 42 had previous hospital 
or clinic care for which they had 
paid, 27 had been given free hos- 
pital or clinic service, 65 had also 
gone to community hospitals and 
clinics. 

Almost one-third of the expen- 
ditures of the 481 families re- 
porting current sickness was for 
the service of private physicians, 
although 70 per cent of these fam- 
ilies had not paid a physician for 


the care of the patient in the hos- 
pital or clinic. 

How did these families meet 
the expense of illness? The report « 
shows that about two-thirds paid 
their sickness bills out of their cur- 
rent incomes; 17 drew upon their 
savings; 3 families used current 
incomes and gifts; 1 supplemented 
income by a loan; 34 paid their 
bill entirely out of savings; 1 
through a sickness benefit; and 14 


by borrowing. 


Pe low income groups ob- 
tained much of their med- 
ical service for nominal amounts, 
and in hospital cases were rarely 
charged a fee by the attending 
physicians. For many even the 
smallest clinic fee and the few 
cents needed for transportation 
were reported to be a strain. One 
woman said, “When we go to the 
clinic one day, we don’t eat the 
next.” 


HE ratio of those who 

paid to those who did not 
pay was very much affected by 
income. Only 4 of the 38 pa- 
tients, or 10 per cent, with incomes 
below a thousand dollars were 
private patients. The percentage 
jumped to 18 per cent for the 
second group in table No. 3; to 28 
per cent for the third and to 42 
per cent for families with incomes 
between $3,000 and $5,000. 


outstanding impres- 
sion given by the study as 
a whole is the necessity for con- 
sidering all the circumstances af- 
fecting each patient before coming 
to a decision on ability to pay. It 
would be impossible to formulate 
cut-and-dried standards which 
could be applied exactly to every 
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“To Brighten the Menu” 


A piece of bread . 
. is still bread. Add 
a dash ey jelly or luscious Pure Fruit 
Sexton Preserves on the side and it 
becomes a tempting delicacy. Waffles 
. biscuits . . . rolls . . . they all 
clamor for jellies, butters and jams. 
‘on preserves come from the finest 
fruits and berries . . . grown in lo- 
calities noted for their superior crop. 
Picked ripe from the trees or bushes 
. blended with crystal cane sugar 
in our own Sunshine Kitchens .. . 
according to our time-tested recipes 
insuring both uniformity and 
quality. Sexton preserving kettles are of a size that permits uniform cooking 
clear through—it means smaller batches—perhaps a little more cost to us— 

but preserves of matchless flavor for you and your patrons. 


JOHN SEXTON & CO. 


MANUFACTURING WHOLESALE GROCERS 
CHICAGO 
America’s Largest Distributors of No. 10 Canned Foods 


Krom INCISION to 
SUTURE— 


STUDENT 
POST-GRADUATE and 
CLINICAL OBSERVER 
by the © 


SCIALYSCOPE 


the modern method of Observing Surgical Interventions. 


No more crowding around Operating Tables with its Aseptic Dangers and 
hindrance to Surgeon, etc., or simply getting a hazy view of what is going 
on from a Distant Amphitheatre seat fat 


Perfect Visibility of every ye yee to an unlimited number of Observers 
is assured thru projection of all interventions on a screen in an *jacent 
room, the image THREE TIMES ENLARGED and in NA. URAL 
COLORS, with verbal explanations possible thru a modern sound system. 


Every rogressive Medical School and Modern 
Hospital will require this new creation by the makers 
of the internationally used “Scialytic Shadowless 


Operating Lights.” SCIAL Ic 


Complete illustrated booklet No. 9-S ayailable on CORPORATION of AMERICA 
request. Copy will be gladly mailed you. ATLANTIC BHILARELPULA 
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Table 3. Group Who Paid No Physician’s Fee—Size of Family and 


Estimated 
Annual Income 1 2 3 


I Under $15000....18 18 8 
IIA $1000-$1499 ...... 18 
IIB $1500-$1999 ...... te a7 
III $2000-$2999 ...... 1 5 6 
IV $3000-$5000 ...... .. 2 1 

“Over 


24° 53 +50 


*No report possible for 8. 


‘omes* 
"Size of Family 


Combined 
9& Per- Per- 

4 5 6 7&8 Over Total cent cents 

8 9 2 392. .24 


27 44.3101 25 74 

96 67 42 46 11 391 100 100 


Table 4. A Year’s Family Income Compared with a Year’s Sickness 
Expenditures 


Expenditures in One Year, 


Estimated 
Annual Income 
Winder. 19 
II $1000-$1999 


Hi .............. 2 
IV 


Nothing Cinder $26-100 $101-200 Over $200 Total 
36 23 6 3 87 


76 79 41 18 219 
22 31 23 17 95 
8 6 12 15 41 
2 6 oe 14 22 


144 145 82 67 *464 


*The 29 industrial accident families, 35 families who failed to report ex- 
penditures or reported them incompletely and 8 who did not report in- 
come were omitted from this tabulation. 


patient admitted to a clinic or a 
hospital ward. 


FTER consideration of 
resources and expenses, it 
was decided that 27 of the 157 
hospital cases had paid no physi- 
cian’s fee and 17 of the 59 had 
paid more than they could afford. 
It was worth noting that of those 
17 who did, 12 were in debt to 
the hospital or to the physician. 
The findings of the report indi- 
cate that family resources must be 
compared with the obligations 
brought by illness. Income, size, 
constitution and standard of living 
ot the family, the expense for pre- 
vious illness and the probable ex- 
pense of current illness must all b= 
considered. Family budget sched- 
ules are useful if employed in con- 


junction with other factors in- 
volved. 

A large number of families ap- 
pear to have expended more for 
medical care than they could af- 
ford in proportion to their incomes 
and circumstances. Nearly 20 per 
cent of the 464 families of known 
income had paid too much. 


-N contrast to this, a small 
number might have paid 
more and could probably have af- 
forded a professional fee. It is 
judged that 3 per cent of the 197 
families of known income and ex- 
penditures should have paid a 
professional fee in addition to the 
hospital bill. Of the 266 clinic 
families it is judged that 8 or 3 
per cent should have sought the 
physician’s services at his private 
office rather than at the clinic. 
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“EOW 


sometimes these are 


dangerous words 


Authorities on syphilology are emphacizing the 
fact that laying too much stress upon tne flash 
solubility and low toxicity and too little upon the 
curative activity in the manufacture of Neo- 
arsphenamine is a very dangerous thing in the 
treatment of luetic cases. 


One writer believes that a high incidence of ter- 
tiary syphilis will be observed in later years 
because of the lack of spirocheticidal activity in 
some brands of Neoarsphenamine. 


The production of Neoarsphenamine Squibb Im- 
proved is rigidly controlled to yield a product of 
high therapeutic (spirocheticidal) activity and at 
the same time to provide an ample margin of 
safety from the standpoint of toxicity. Neo- 
arsphenamine Squibb Improved is prepared solely 
from the therapeutic viewpoint. Of course it is 
readily soluble, but its uniformity and parasitici- 
dal activity plus a wide margin of safety are the 
features of greatest interest to the physician. 


Neoarsphenamine Squibb Improved is distributed 
in ampuls containing 0.15, 0.3, 0.45, 0.6, 0.75, 
0.9, 3.0, and 4.5 Gm. 


For an interesting booklet giving com- 
plete information about Neoarsphena- 
mine Squibb Improved, write to the 
Professional Service Dept., 745 Fifth 


Avenue, New York City. 


FR: SQUIBB & SONS,NEW YORK === 


MANUFACTURING CHEMISTS TO THE MEDICAL PROFESSION SINCE 1858. [xy 


4 i 
4a 
Go 
: 
3 
& 
; 
| 
4 
J 
3 
| 3 
| 
| 
4 . 
| 
a 
: 
4 
j 
i 
i 
j 
} 
§ 
4 
3 
4 
| 


Hospital Topics @ Buyer 


BUSINESS 
MANAGER 


G.C. BRAUN 


by 17% in. size. Serv- 
alite is a non-metallic 
composition. 


A Concealed Ra- 
diator — The C. A. 
Dunham Company of 
Chicago announces the 
recent development of 
a concealed radiator of 
improved design, that 
has many features of 


Servalite—A new type of com- 
position tray with many advan- 
tages, yet competitively low priced, 

introduced by Albert 
Pick-Barth Company, Inc. This 
tray is light in weight, noiseless 
and practically un- 
breakable. It will not 
stain and cannot be 
affected by oil, grease 
or alcohol. Even a 
lighted cigarette will 
not leave a mark on 
it. It will not soil the 
hands and may easily 
be cleaned with just 
a damp rag. It is 
pleasant to the touch 
and its attractive wal- 
nut mottled finish will 
last for many years. 


Made in the 13% in. 


interest to those con- 

cerned with the effective, econom- 
ical operation of modern hospitals. 
The new radiator is of radically 
different construction. Especially 
adapted for use with the Dunham 
differential vacuum heating sys- 
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Hospital 
Edition 


____ Published Monthly by the Frank S. Betz Company at Hammond, Iudiane 
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BETZ CABINETS 
FOR MINNESOTA 
INSTITUTION 


Glen Lake Sanatorium 
Orders Betz Steel 
Built-in Cases 


HE order for build- 

ing the steel cabinet 
'work for the Glen Lake 
Sanatorium, Oak Ter- 
race, Minnesota, has 
awarded to Betz 
the cabinets will be 
‘constructed in the ‘White- 
Kraft’? Shops. 

The Architects 

| The architects for this 
institution are: Sund and 
Dunham, Minneapolis, Min- 
nesota. contractors 
jare: J. C. Nelson and Son, 
/Minneapolis, Minnesota. 


| The’ built-in) equipment 
|for the Glen Lake Sana- 
| torium includes X-ray 
viewing boxes, aspirator 
'cabinets, storage cabinets, 


blanket warmers, saline so- 
}lution cabinets and instru- 
'ment cabinets. The cabinet 
'work has been very cleverly 


‘planned and the _installa- 
‘tion should prove highly 
satisfactory. 


j Nebraska Hospital 
| The Nicholas Senn Hos- 
‘pital, Omaha, Nebraska, 
purchased Betz “‘White- 
' Kraft” bedside screens. 


] Ohio Hospital 
|. The Linden Community 
Hospital, Dayton, Ohio, 
jhave ordered Betz ‘“White- 
Kraft” examination table 
‘and sterilizing equipment. 
i Illinois Hospital 
__ An order from the St. 
\Francis Hospital, _ Peoria, 
Illinois, for Betz ‘White- 
Kraft” bedside tables is 
‘now being completed in the 
‘“WhiteKraft” Shops. 
Michigan Hospital 
he new Franklin Me- 
'morial Hospital, Vicksburg, 
‘Michigan, was recently 
‘opened. The bulk of their 
‘equipment and sundries 
‘were purchased the 
‘Frank S. Betz Company. 
Michigan Hospital 
Betz “WhiteKraft” 
stretchers and other equip- 
iment for the Community 
‘Hospital, Frankford, Michi- 
an, were ordered from 
etz by Dr. Fred R. Thacker. 


LYING-IN HOSPITAL 
CABINETS READY 


The metal 
equipment for the Lying- 
in Hospital has been com- 
pleted by the ‘‘WhiteKraft”’ 
Shops. Delivery and in- 
stallation in the new build- 
ing on the Midway at the 
University of Chicago will 


begin Mare st. 
This installation includes 


many new and_ convenient 
features including three- 
way ring door locks, 


drawers mounted in chan- 
nels and on_ ball-bearing 
rollers with a new type of 
drawer stop. 


NEW HOSPITAL 
ORDERS FROM 
GOVERNMENT 


U. S. Veterans Bureau, 
Cities and States 
Order from Betz 


MONG a_ number 
of equipment or- 
ders received for city, 


state and government 
institutions, are included 
bedside tables for the 
state sanatorium at Oak- 
dale, lowa; special chart 
desks for the Pawnee In- 
dian Agency at Pawnee, 
Oklahoma; instrument 
tables for the U. S. Vet- 
erans Hospital at Hines, 
Illinois; linen hampers for 
the Fairmont Hospital at 
San Leandro, California; 
adjustable wheel stretch- 
ers for the Traverse City 


Hospital, Traverse City, 
Michigan; linen hampers 
for the erman Kiefer 
Hospital, Detroit, Michi- 
gan. 
Illinois Hospitals 

Two additional state 

hospitals in Illinois will 


be equipped with built-in 
cabinets fabricated’ in 
the “WhiteKraft” Shops. 
Cabinets are now being 
built according to plans 
and_ specifications _pre- 
pared in the office of C. 
Herrick Hammond, State 
Architect, for the Elgin 
State Hospital, Elgin, Illi- 
nois, and the Jacksonville 
State Hospital, Jackson- 
ville, Illinois. 


NEW RECORD IN 
SHIPPING BETZ 
TABLE ORDERS 


Steel Tables hee Wayne 
County Fabricated 
and Delivered 


January 5th, the 
Wayne County 
Superintendents of the 
Poor through H. C. 
Prenzlauer, Secretary and 
Purchasing Agent, award- 
ed a contract to the Betz 
Company for furnishing 
2000 tables af a_ special 
type. These were for de- 
livery to the Eloise Hos- 
pital and Infirmary, Eloise, 
Michigan. The award was 
made from samples sub- 
mitted. 

Thomas K. Gruber, M. 
D., medical and general 
superintendent was in a 
hurry for the tables. Al- 
though some difficulty 
was experienced in ob- 
taining material for the 
heavy gauge Monel metal 
tops, the ‘WhiteKraft” 
Shops were able to make 
prompt deliveries. On 
February 2nd, 250 tables 
were delivered, on Febru- 
ary 6th, 250 more, on 
February 9th 500, on Feb- 
ruary 10th 250, on Feb- 
ruary I2th 250 and the 
balance on February 19th. 

The Frank S. Betz 
Company is organized for 
quantity production and 
prompt deliveries. The 
“WhiteKraft” Shops are 
the most modern to be 
found, filled with expen- 
sive precision machinery 
for turning out quality 
furniture quickly. 


Chicago Hospital 
The purchase of equip- 
ment for the new Lying- 
in Hospital built in con- 
nection with the Univer- 
sity of Chicago on the 


Midway is being com- 
pleted rapidly. 
In addition the 


built-in cabinet work for 
this fine hospital, the or- 
der for supplying bassinet 
stands, towel racks and a 
quantity of sundries has 
been awarded to Betz. 
Fabrication of this equip- 
ment has already com- 
menced in the ‘“White- 
Kraft” Shops. 
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SPECIFICATIONS 


Size—Height, 34 inches; depth, 20 inches; length, either 36 inches, 48 inch 
inches (other sizes made to order). 


Construction—Legs, |,°;-inch wrought iron pipe; cross braces, 1,/;-inch d 
top, 16 gauge non-corrosive Monel metal with 16 gauge steel box stiffene 
length with angle iron frame for extra support; lower shelf, 16 gauge n 
metal, supported by tubular drawn steel tubing “‘H” brace. 


Equipment—Adijustable bronze floor feet, threaded to legs. 
Finish—Table regularly finished in ‘‘WhiteKraft’? washable enamel, baked 


to order finished in white or colored lacquer or in colored enamels, alsc 
mahogany or American walnut. Floor feet, nickel plated. 


6H3086. Harper Hospital Utility Table, 20 inches wide and 48 ir 


Note: Prices quoted on request. 
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48 inches, 60 inches or 72 


\--inch drawn steel tubing; 
x stiffener running the entire 
gauge non-corrosive Monel 


1, baked on. Will be made 


1els, also in brown or red 


ind 48 inches long. 


HARPER HOSPITAL 
UTILITY TABLE 


With Heavy Non-Corrosive 
Monel Metal Top 
and Shelf 


tows table was originally designed 

by Albert Kahn, Inc., Detroit, 
Michigan, for the Harper Hospital of 
Detroit, especially for sterilizer and 
utility rooms. 


The table shown here is modified 
as to sizes, but in addition to the 
size shown, will be built to suit spe- 
cial requirements. The gauge of 
Monel metal used on this table has 
been modified from a heavier gauge 
specified for the Harper hospital. 

The Harper Hospital Utility Table is 
made in four sizes, 20 inches by 36 
inches, 20 inches by 48 inches, 20 inches 
by 60 inches, 20 inches by 72 inches. 
Top and shelf are of 16 gauge Monel 
metal. The top is reinforced with a stout 
angle iron frame and with a 16 gauge box 
stiffener extending the entire length. The 
lower shelf is supported by Betzco tubular 
“HH” brace, welded to the frame. 


A feature of this table is the adjustable 
bronze floor feet, threaded to the legs. 
These floor feet take up the slight in- 
equalities of terrazzo floors, especially 
where there is a cove at the baseboard. 
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Orthopedics Hospital ~ Universi 
Gertrude Dunn thcks Memoria!=N 


BLANKET V 
Shows cabinet closed 
hardware, wide trin 
return to wall. Has 


BLANKET WARMER 


Equipped with copper steel 
coil, brass valve and trap, 
perforated removable shelves 
and insulated with asbestos. 
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t-In Steel Installations 
ersity of Chicago., CAiaago 
Nancy Adele M Memorial 


TOWEL BARS 


Consists of three brass rods sus- 
pended from cast brass wall plate. 
Swing completely under sink. | 

Installation, chrome plated. | 


LANKET WARMER 


cabinet closed with cast brass 


re, wide trim with % inch 


to wall. Has three-way lock. 


Orthopedics Hospital—University of Chicago 


We illustrate on this page some of the Betz “WhiteKraft”’ 
installations for the new Orthopedics Hospital, University of 
Chicago, Chicago, Illinois. Additional equipment will be illus- 
trated in the April issue of Betzco News. 

The equipment and special insta’lations for the Orthopedics 
Hospital were fabricated in the “WhiteKraft” Shops according 
to the plans and specifications of Charles Hodgon and Son, 
Architects, 111 West Monroe Street, Chicago, Illinois. Imstalla- 
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perforated removable shelves 
and insulated with asbestos. 


ORTHOPEDICS HOSPITAL 


This fine stone building houses the new Or 

Hospital of the University of Chicago, at 59 

and Ellis Avenue, Chicago, Illinois. The 
ture is Gothic. 


TOWEL DRYER AND R. 
The towel dryer is recessed in the will but doo 
on wheels so that the entire rack can be pulle: 
Front wheels on towel rack are swivel type. T 
guide the rack into place. Closet is equipped v 
The towel rack shown above is constructed of b 
| rods, chromium plited throus 


FRANK S. BETZ 


604 to 620 Hoffr 
New HAMMOND, 1 
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We rate O Mis page me e Betz “WaitewAratt 
installations for the new Orthopedics Hospital, University of 
Chicago, Chicago, Illinois. Additional equipment will be illus- 
trated in the April issue of Betzco News. 

The equipment and special installations for the Orthopedics 
Hospital were fabricated in the “WhiteKraft” Shops according 
to the plans and specifications of Charles Hodgon and Son, 
Architects, 111 West Monroe Street, Chicago, Illinois. Installa- 
tion was made by the Frank S. Betz Company under the direction 
of R. F. Wilson and Company, 1841-1851 Elston Avenue, 
Chicago, Illinois, General Contractors. 

The built-in installations on each floor are finished differently 
to match colors supplied by the interior decorator. This fine, 
new hospital is now open and in operation. 
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HOSPITAL 


s the new Ort 


Chicago, at 59th Street 


lllinois. The 
thic. 


hopedics 


architec- 
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3k AND RACK 


will but door and rack are mounted 
can be pulled out into the corridor. 
‘ivel type. Tracks on floor of closet 
s equipped with copper steam coils. 
sttucted of brass casting, tubing and 
plited throughout. 


COMPANY 


0 Hoffman St. 


ID, INDIANA Chica 
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BETZ TRAY CARRIER 
Over 33 Square Feet of Shelf Space 


HIS ‘‘WhiteKraft” Tray Carrier offers unusual capacity 

without being bulky or hard to manage. It provides five 
roomy shelves for trays with over 33 square feet of shelf space. 
Not only does it offer large shelf space but it also is constructed 
to handle the heaviest kind of service. 

The shelf frames are all torch-welded to the legs affording 
rigidity and great strength. Shelves are spot welded stoutly 
and smoothly to the frames. 

A likeable feature of this tray carrier is the wheel equip- 
ment which makes it possible to turn at sharp angles in narrow 
spaces. Wheels are of the full 5-inch size with rubber tires 
and mounted in easy-turning swivel forks. Wheels are built 
so that tires may be renewed when worn. 


SPECIFICATIONS 
Size—Height, 51 inches; length, 50 inches; width, 20 inches. Shelves, 
each 49x1914 inches. Space between shelves, 8 inches. 
Construction—Legs, 11-inch drawn steel tubing, capped at the top 
and torch-welded to shelf frames. 
Equipment—5-inch renewable rubber tired wheels mounted in swivel 
forks. 
Finish—‘“‘WhiteKraft” white enamel, baked on. Colored enamels or 
white or colored lacquers or wood grained finishes to order. 
6H636. Five-Shelf Tray Carrier. Weight, 200 lbs. 
Note—Prices will be quoted on application covering this Tray Carrier 
in sizes to suit requirements and with swivel wheels of any make. 
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W hy 
WILSON SODA LIME? 


For Metabolisr. Apparatus 


DOES NOT ABSORB MOST ECONOMICAL 
MOISTURE Based on cost per unit of 
Consequently non-caking and gas absorbed. 


MORE ACCURATE 
ABSORPTIVE EFFICIENCY READING 
Three to ten times greater Obtained with Wilson Soda 
than ordinary soda lime for Lime, due to lack of variable 
carbon dioxide. moisture content. 
INSIST UPON 
WILSON SODA LIME, U. S. Patent No. 1333524 


Free Correction Chart and Booklet Describing Various Grades 
and Meshes Upon Request 


DEWEY and ALMY CHEMICAL CO. 
CAMBRIDGE B, MASS. 


COLDS 


As a safe and effective adjunct in the treatment 
of respiratory affections, remember that the 
emplastrum 


helps to 


Reduce Fever 
Relieve Pain and 
Congestion 


Numotizine introduces a 
safety factor—easily removed 
after producing its desired 
effects. Externally applied, 
w therefore no danger of up- 

setting the stomach. 
Send for a clinical package 

and literature. 


NUMOTIZINE, Inc. Dept. HB. 3 
220 W. Ontario Street CHICAGO 
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tem. However, the solid con- 
struction and permanence makes 
this concealed radiator excellently 
suited for use with any heating 
installation. 

The internal construction of 
this radiator is extremely rugged. 
Seamless drawn copper tubes are 
used, connected to the headers by 
screwed ground joints, a standard 
method for securing a tight, re- 
liable joint, but never before used 
in concealed radiation. The con- 
nection is permanently steam tight, 


eliminates gaskets or soldering, 
and makes each tube an independ- 
ent, easily removed unit. — 

The radiator is so designed that 
it may be removed from the re- 
cess, if necessary, by merely dis- 
connecting the steam pipes. This 
eliminates the former objection to 
concealed radiation, from’ a main- 
tenance standpoint. The casing 
telescopes, providing a welcome 
adjustable feature that saves a 
great deal of installation difficulty. 


Personals 


Marie Robertson, formerly su- 
perintendent, Jamestown General 
Hospital, Jamestown, New York, 
is now superintendent, Berger 
Municipal Hospital, Circleville, 
Ohio. 


Dr. C. Bernis is director of the 
newly refurnished and reorganized 
Des Plaines Hospital, Des Plaines, 
Illinois. 


Anna S. Johnson, superintend- 
ent of nurses of the adult ward, 
Indiana State Tuberculosis Sana- 
torium, Rockville, Ind., for more 
than four years, has recently re- 
signed to take a similar position 
with the U. S. Veteran’s Hospi- 
tal, Maywood, Illinois. 


Governor Brucker, Lansing, 
Michigan, announces the appoint- 
ment of Fred Wardell, Detroit, as 
chairman of the State Hospital 
Commission of Michigan. 


Dr. F. B. Fuson, Leavenworth, 
Kansas, has accepted the position 


of assistant to Dr. J. A. Dillon, 
superintendent, Larned State Hos- 
pital, Larned, Kansas. He suc- 
ceeds Dr. T. B. Curtis, who 
recently resigned to take a posi- 
tion in the State Honaieikcan 
Phoenix, Arizona. Doctor Fuson 
was formerly superintendent of 
the Goddard Sanatorium, Leaven- 
worth, Kansas. 


Dr. F. W. Vaughn, formerly of 
Hay Springs, Nebraska, has 
opened a hospital in Gordon, Ne- 
braska. 


Mrs. E. Fitzgerald, R. N., su- 
perintendent, West Union Com- 
munity Hospital, West Union, 
Iowa, for the past two and one- 
half years, retired February 1. 
She will be: succeeded by Edna 
Johnson, who has been a mem- 


ber of the staff. 


Joseph E. Crim, superintendent, 
Wabash Employees’ Hospital As- 
sociation, Decatur, Illinois, died 
the latter part of January. 
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Tue oral administration of Nembutal 
‘844,’ the new presurgical sedative, 
brings the patient to the operating room 
in an excellent mental attitude, prac- 
tically without fear or apprehension. 


Unpleasant strangulation and excite- 
ment is avoided, allowing the easy in- 
duction of anesthesia. 


The usual course of 
administration consists 
of the 1 capsule (1% 
grains) orally, the 
night preceding oper- 
ation; then 2 capsules 
(3 grains) one hour be- 
fore removal to oper- 
ating room. Nervous 


ABBOTT LABORATORIES, 


NORTH CHICAGO, ILL 
Send literature on Nembutal ‘844’ to 


Name. 


Allays Preoperative Nervousness 


[63 


tension and fear is abated. Preoperat- 
ive preparation and the operation can 
proceed with dispatch, 


Nembutal ‘844’ is stocked by pharmac- 
ists and dealers, or will be sold direct. 
Bottles of 100 capsules (1% grains) at 
$4.00; 1000 capsules at $36.00. 


Use the Coupon NOW 
for more complete 
information 


Cbtrott 


LABORATORIES 
North Chicago, Ill. 


NewYork St.Louis Seatele 
San Francisco Los Angeles 
Montreal Mexico City Bombay 
Warford, Herts, England 


MAIL THIS COUPON 
FOR LITERATURE ON 
NEMBUTAL /844’ 

HTB 


M. D. Street. 


City. 


State. 
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Dr. H. R. Edwards, director, 
department of tuberculosis, city of 
New Haven, Connecticut, has 
been appointed medical superin- 
tendent, Delwood Hospital for 
Tuberculosis Diseases, Upper 
Darby, Pennsylvania. 


David P. Owen has assumed du- 
ties as manager, Peoples Hospital, 
Akron, Ohio, succeeding H. E. 
Frazier. Mr. Owen was formerly 
manager of the Washington Hos- 
pital, Washington, Pennsylvania, 
and of the McKeesport Hospital, 
McKeesport, Pennsylvania, for 
nine years. 


Bertha Heicher, superintendent, 
Sarah A. Jarman Memorial Hos- 
pital, Tuscola, Illinois, for the 
past year, has resigned. 


Eleanor Anderson, superintend- 
ent, Detention Hospital, Hibbing, 
Minnesota, for the past five years, 
has resigned. 


Rev. Paul Wendt, pastor of 
‘Evangelical Church, Menominee 
Falls, Wisconsin, has accepted the 
superintendency of Evangelical 
Deaconess Hospital, Milwaukee, 
Wisconsin, subject to his congre- 
gation’s consent. 


Maude Sutton, graduate of 
Augustana Hospital, Chicago, has 
been appointed superintendent, 
Jon 
cello, Iowa, su ing Miss Mab 
Flockhart. 


Mrs. Beulah Osborn France, 
R. N., a graduate of St. Luke’s 
Hospital, New York City, and 
for five years a supervising nurse 
with the Metropolitan Life Insur- 
ance Company, has accepted the 
position of public health nurse 
member of the professional serv- 


ice staff of E. R. Squibb and 
Sons. For the past year Mrs. 
France has been with the Bellevue- 
Yorkville Health Demonstration 
of the N. Y. health department. 


Dr. Edward Fitch has been ap- 
pointed medical director, French 
Lick Springs Hotel, French Lick, 
Ind. For many years Doctor Fitch 
was medical director at Bedford 
Springs, Pa., and was formerly 
connected with Vanderbilt Clinic, 
Presbyterian and St. Luke’s Hos- 
pitals, New York City. He is the 
author of “Pocket Practice of Med- 
icine,” “Dietotherapy,” and “Min- 
eral Waters of the United States 
and American Spas.” 


Dr. Edward R. Weidlein, di- 
rector, Mellon Institute of Indus- 
trial Research, Pittsburgh, an- 
nounces the appointment of Dr. 
Harrison Cretcher as assistant 
director in the institution. 

Since 1926 Doctor Cretcher has — 
been head of the institution’s de- 
partment of research in pure chem- 
istry, and has had charge of the 
group of industrial fellowships 
concerned with problems in or- 
gano-chemical 

He will be assisted in the de- 
partment of research in pms 
chemistry by Dr. William L. Nel- 


son, senior fellow in pure research. 


Dr. Roy C. Hawthorne, Monti- 
cello, Illinois, has been appointed 
managing officer, Kankakee State 
Hospital, Kankakee, Illinois, suc- 
ceeding the late Dr. George S. 
Edmonson, Clinton, Illinois. 


Walter E. Gollings, Decatur, 
Illinois, has been elected superin- 
tendent, Wabash Employee’s Hos- 
pital Association, succeeding the 
late Joseph E. Crim. 
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THE INDIANS TAUGHT US 
THE VALUE OF THE SACRED HERB 


The western Indians employed a 
decoction of yerba santa for colds 
and coughs. Pioneers of covered- 
ae days adopted this simple 

effective remedy. Today, it 
(eryodictyon) has been accepted 
by the U. S. Pharmacopoeia. 

But the very resinoids to which 
this herb owes its efi- 

iency are unpleasant to the taste. 
Moreover, they precipitate speedily, 
making the dosage uncertain. 

By combining yerba santa with 
Maltine, these disadvantages have 
— overcome. The Maltine not 
on y acts as an agreeable vehicle, 
and, at the same time, retains the 
yerba santa in suspension, but it 

possesses valuable medicinal 
properties of its own. 


Maltine, a concentrated extract 
of the nourishing elements of 
malted barley, wheat and oats, is 
rich in the appetite-stimulating Vi- 
tamin B. Maltine promotes and 
improves nutrition, and aids assimi- 
lation. 

Malto-Yerbine is recommended 
as a stimulating expectorant in in- 
fluenza, coughs due to phthisis, per- 
tussis, bronchial asthma, and other 
respiratory affections. It is par- 
ticularly valuable for children. Each 
fluid ounce contains the extract of 
30 grains.of yerba santa. Samples 
to physicians on request. The Mal- 
tine Company, 20 Vesey St., New 
York. Est. 1875. 


Accepted by the Council on Pharmacy and Chemistry of the 
American Medical Association 


ILLE ELECTRIC CORPORATION 


11 WEST 42nd STREET 


WHAT ARE ITS USES? 


A new application of aer- 
ated, mech: dl agitated water which 
di h and mas- 

part under treat- 
of a distinct value in treat: 
many stubborn and particularly pai 
tenn, indolent rs and nerve in- 
juries to the extremiticn. 


Portable, vow 4 for immediate use at 
the bedside, e hospital or the office. 
Requires no job to install. In- 
expensive to operate. 


THE PORTABLE 
WHIRLPOOL BATH 


(Devised by Norman E. Titus, 
M.D., New York 


sage effects 
ment. 


practice. 


NEW YORK, N. Y. 


° 9 
mWHAT IS A WHIRLPOOL BATH ? | 
fy) 
Let us send you brochure giving its com- 5 
plete history and development during and 
since the war, as well as many recognized : 
: applications in physical therapy and office i 
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COOPERSTOWN 


BASSETT HOSPITAL GUILD 


NEW YORK 


This is to Certify that: 


OF 


FROM 19 


IS A MEMBER OF THE BASSETT HOSPITAL GUILD 


TO 19 


19 


SECRETARY, BASSETT HOSPITAL GUILD 


Bassett Hospital 


Tries 


Guild Plan 
To Help Patients 


An interesting method of help- 
ing the patient pay his bill is being 
tried out for a year by the Mary 
Imogene Bassett Hospital, Coop- 
erstown, New York, according to 
K. M. Danner, business manager. 

It is a system on the order of a 
health insurance plan, whereby 
members of the Bassett Hospital 
Guild are entitled to services be- 
low the regular cost. ‘ 

Individual guild membership is 
extended upon payment of twen- 
ty-five dollars ($25.00) a year. A 
payment of a hundred dollars 
($100) a year will take care of an 
entire family of any size. Dues 
may be paid monthly if members 
desire, and memberships become 
effective one month after applica- 
tion has been accepted. 


Services of the guild include 
medical or surgical attention with- 
out additional charge. Depending 
upon the severity and kind of ill- 
ness, the hospital staff takes care 
of patients in the home, in the 
doctor’s offices at the hospital or as 
ward patients in the hospital. As 
would be expected, obstetrical cases 
are not included in this service. 
Neither is the care of chronic pa- 
tients. 

If a member of the guild carries 
an accident policy in an insurance 
company or is entitled to money 
from an insurance company be- 
cause of injury by another person 
who is insured, the hospital is to 
receive the amount covering the 
usual charge for the care given by 
the staff. 

According to “Purposes and 
Regulations” of the Guild, x-ray, 
laboratory examinations, profes- 
sional services, including opera- 
tions and all routine nursing care, 
are included in the term “ward 
service.” If private room service 
is desired a member of the guild, 


upon admission, is allowed a credit 
of four dollars ($4.00) a day. 
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Special preparation 
X-ray Barium Sulphate 


SKIABARYT 


Permanent Suspensions 
Instantly Prepared 


Literature and samples gladly furnished to 
hospitals and roentgenologists on request 


MERCK & CO. Inc. 


RAHWAY, N. J. 
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With this deduction the charge for 
private room service, operation, 
laboratory work, professional fees, 
etc., will be computed as for non- 
members. 

The hospital aims to conform 
with the wishes of the patient rela- 
tive to his choice of doctors, but 
the staff reserves the privilege of 
deciding whether the illness is to 
be treated in the home, in the doc- 
tors’ offices or by hospitalization. 

According to Mr. Danner, if 
one year’s trial of the guild is sat- 
isfactory, both from the point of 
view of the hospital and members, 
it will become a permanent organi- 
zation. 


They Own Their Own 
Greenhouse 


A novel enterprise of Western 
Oklahoma Hospital, Supply, 
Oklahoma, is the Garden of Eden 
greenhouse originated by Dr. E. 
L. Bagby, superintendent, several 
years ago. 

The garden not only enhances 
the hospital grounds but provides 
a real service in supplying cut 
flowers for the wards and dining 
rooms every day of the year. All 


varieties of flowers that can be 
grown in that climate, from the 
smallest pot plants to giant chry- 
santhemums, are raised in the gar- 
den. 

During the past Christmas sea- 
son, through experiments by Ken- 
neth Cutsinger, superintendent of 
the greenhouse, a most luxuriant 
variety of chrysanthemums was de- 
veloped and also a giant poinsettia, 
which attracted much attention 
from the visitors to the hospital. 


The greenhouse is used solely 
for supplying the hospital with 


owers. 


Nursing Situation Viewed 
by 4,000 Doctors 


General satisfaction with the 
work of graduate nurses is ex- 
pressed in the recent study con- 
ducted by the Committee on Grad- 
ing, shared in by 4,000 doctors. 

Three-fourths of these physi- 
cians believe that it is considerably 
harder for the patient to pay for 
than to secure a nurse. The re- 
port also states that two out of 
five patients now employing a spe- 


cial nurse could get along with 
floor nursing in a “well run hos- 
pital,” if the general duty stand- 
ards were improved. 

In January and March, the peak 
months of sickness, two out of 
100 patients, or 6 per cent, were 
unable to secure a nurse. Of the 
patients having no nurse 45 per 
cent could not afford one; 29 per 
cent were cared for by friends; 13 
per cent did not want a nurse and 
7 per cent were cared for by a 
visiting nurse. 
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fe) should 
permit armpit perspira- 

tion with its disagreeable, of- 
fensive odor and ruinous, dis- 
coloring stains to embarrass 


em personally nor destroy 
cheir docking. 


You can rid yourself of arm- 
pit suohetre, A few drops 
of NONSPI (an antiseptic 
liquid) applied to the under- 
arms ah them dry, od- 
orless and sweet and protect 
your clothing. 


NONSPI destroys the odor and 

diverts the underarm perspiration 

to parts of the body where there 

tter evaporation —and need 
on an e 0, 

two nights each aa” 


NONSPI is an old, tried and 
proven, dependable _ prepara- 
tion—used, endorsed and rec- 
ommended by physicians and 
nurses. 


More than a million men and 
women use NONSPI the year 
around—spring, summer, fall, 
and winter—to keep their 
armpits dry and odorless and 
protect their clothing. 

Get a bottle of NONSPI to- 
day. Use it tonight. Your 
Toilet Goods Dealer and 
stn has it at 50c (several 
months’ supply) or if you 
prefer 

FREE TESTING SAMPLE 
SENT ON REQUEST 


THE 
NONSPI COMPANY 
119 West 18th St., 


New York City 
Send free NONSPI 
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Handling Outpatient Diet 
Difficulties 
(Continued from page 36) 
can be included in the medical rec- 
ord. When properly checked, any- 
one who has contact with the case 
may know exactly how far the 
educational work has progressed 
at any time. The writer recently 
had such an outline worked out 
on a logical basis, but upon trying 
it for some months found that the 
same material arranged chronolog- 
ically was much more satisfac- 

tory. 

OR instance, in an out- 

patient department, when 
the patient first arrives, one does 
not start in with food constituents 
and why food is necessary, etc. 
The. first step is to urge the 
patient to read his diet and to un- 
derstand certain details concerning 
it. After the preliminary instruc- 
tions, certain general information 
should be given to all patients. 
Those who are capable may be 
given moré information, and those 
who are taking insulin must have 
more. 

The following outline has been 
arranged in chronological order 
for use in educational work for a 
diabetic patient: 

CHECK ON EDUCATIONAL WORK 
I. Preliminary Instructions : 


A. Diet 
1. Use of scale and metric sys- 
te 


m. 
2. Food groups. 
3. Reading of diet. ° 
4. Use of saccharine. 
B. Urinalysis 
1. Collection of twenty-four- 
hour specimen. 
2. Test for sugar. 
II. General Information : 
A. Diabetes 
1, Glucose. 
2. Tolerance. 
3. Glycosuria, 
a. Cause. 
b. Why it should be stopped. 
c. How it is stopped. 


1. Substitutions. 
2. Desugarizing diet. 


C. Urinalysis 
1. Aceto-acetic acid. 
a. Cause. 
b. Test. 
ec. What to do if it is found. 


III. Supplementary Work (for patients 
who are able to understand it) : 
A. Why food is necessary. 
B. Food constituents. 
1. Fuel. 
a. Carbohydrates. 
b. Proteins. 
c. Fats. 
2. Others. 
a. Water. 
b. Mineral. 
Vitamins. 
d. Bulk. 
C. Calories. 
D. Calculation of Diet. 
& 
2. Calories. 
3.G, GA & R. 
4. Use of Food Tables. 
IV. Necessary Information for Insulin 
Patients: 
A. Technique of Injection. 
B. Insulin. 
4 at to do if supply is ex- 
hausted. 
C. Reactions, 
1. What they are. 
2. How to relieve them, 
3. Sugar on person. 
D. Emergency Program. 
1. Management. 
2. When to start it. 
8. Review aceto acetic acid test. 


Patient has purchased. 


2. Scales. 
B. Urine testing outfit. 

1, Haines solution. 

2. Ferrie Chloride. 

3. Test Tubes. 

4. Holder. 

5. Dropper (marked). 
C. Insulin uipment. 

1. Syringe and needles. 

2. Insulin. 


aN using this outline, all pa- 
tients are expected to un- 
derstand the first two sections. 
Section III is given only to 
those patients who are mentally 
equipped to understand it, while 
Section IV is given to all patients 
for whom insulin has been ordered. 
The equipment outlined is help- 
ful, according to whether or not 
the patient is prepared to handle 
his situation. Similar outlines are 
used for other diseases, but this 


one will suffice to show the general 
idea. 
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SPINAL ANESTHESIA 


NOVOCAIN is closely identified with prog- 

ress in spinal anesthesia. Pharmacological 
investigations and clinical experience have 
definitely established its combined efficiency 
and safety. 


To facilitate the preparation of solutions of 
the drug for spinal injection and to assure the 
necessary sterility, there are available 


STERILE 


NOVOCAIN 


Reg. U. S. Pat. Off. 
Brand of Procaine Hydrochloride 


CRYSTALS 


This product is supplied in hermetically sealed 
ampules containing 50, 100, 120, 150, 200, 
300 milligrams to meet individual require- 
ments. The ampules are of sufficient size to per- 
mit the introduction of spinal fluid in which the 
crystals speedily dissolve. 


For controlling the blood-pressure, a pre- 
liminary injection of ephedrin is recommended. 


Pamphlet with dosage table sent on request 


[71 
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NEW YORK, N. Y. 
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Cooperative Nursing Plan 
Discussed by Caldwell 
In discussing the problems of 

nursing education in hospitals, at 

the recent meeting of the Kansas 

Hospital Association, Dr. Bert 

Caldwell, executive secretary, 


American Hospital Association, 
said: 


“If the nursing powers insist on 
elaborate requirements, there is a 
very decided educational program 
that must be executed by someone 
in connection with the training of 
nurses 


“I have recently offered a plan 
- based somewhat upon the coopera- 
tive system that is used in some 
universities. Separate the aca- 
demic work of nurse training 
from practical work, the academic 
work to be under the direction of 
an associated group of hospitals 
through the colleges or public 
school system. Enrollment could 
be divided in two sections to al- 
ternate in academic and practical 
hospital work of three-month 
periods. Hospitals could ask for 
an assignment of nurses from this 
school to conduct the work of the 
hospital. The hospitals would fur- 
nish maintenance and give them 
the practical work in training, dis- 
regarding academic instruction. 
“After this section of nurses 
had worked for three months in 
the hospital they would go back 
to the academic course and a new 
section of nurses come into the 
hospital. This system would give 
the hospital eight hours a day 
service from the nurses instead of 
four or five, as they have now 
when they attempt to combine 
training with practice. It would 


also. assure the nurses a uniform 
course in both practical and aca- 
demic work and would give the 
hospital the same class of work in 
training and would relieve them 
of the great burden of maintain- 
ing a full group of instructors.” 


Boehne Hospital Doubles 
Income 


According to Dr. Paul D. 
Crimm, medical director, Boehne 
Tuberculosis Hospital, Evansville, 
Indiana, his hospital has been able 
to keep out of the red during the 
past year. 

More than that, the Boehne 
Tuberculosis Hospital reports that 
it has doubled its income. Last 
year the income from patients was 
$20,000, as contrasted with $10,- 
000 the previous year. 

The increase is due to a system 
inaugurated during the year by 
which patients entering the hos- 
pital pay according to their in- 
come. 

Because of the state support of 
the hospital, the taxpayer is really 
benefiting by the increased income. 
The funds over operating expenses 
are turned back to the county and 
the income of the hospital cannot 
be used for maintenance. 


Attention, Readers! 


We wish to call to the attention 
of our readers that credit is due 
Power Plus, a magazine published 
by the Kelley Koett Manufactur- 
ing company, Covington, Ken- 
tucky, for the article and illustra- 
tions regarding the Rushing Clinic 
and Sanatorium, Dallas, Texas, on 
page 46 of our February issue. 
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The “Nauheim Bath” 
Easily Given 


The carbonated salt water bath that is so effective in the treatment 
of cardiac, circulatory and nervous conditions can be given most 


simply with 
Triton Bath Salts 


Each package of Triton Bath Salts contains complete equipment 
and instructions. The bath is easily prepared, is safe, and, due to the 
slow evolution of gas, is most efficient. 


Complete literature and information upon request. 


Schieffelin & Co. 
20 COOPER SQUARE, NEW YORK, N. Y. 


BEAUTY AND CONVENIENCE 
IN THE HOSPITAL! 


=) The TWO-IN-ONE} 


COMBINATION BEDSIDE 
TABLE actually serves the pur- 
pose of two pieces of furniture. 
It combines a bedside table and 
a feeding stand. The feeding 
stand is adjustable in height 
and may be extended over the 
bed. Operation of this feature 
requires the use of but one hand. 

No noisy ratchets. A positive 
action friction clutch holds the 
tray securely in position. 

Made in several styles and all 
colors. 

Write for description and 
prices. 


WocHER & SON Co, 


Makers of High Grade Hospital Equipment 
29-31 West Sixth St. CINCINNATI, OHIO 


chieffelin 
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Elgin Uses Sleep Therapy 
Treatment 


An interesting experiment in 
sleep therapy research is being con- 
ducted by the Elgin State Hos- 
pital, Elgin, Illinois. 

The treatment consists of the 
injection of sodium-amytal into 
the veins in the arm of the pa- 
tient. The drug puts the patient 
to sleep for several hours and has 
been especially beneficial in the 
treatment of patients with cata- 
tonic dementia praecox. 

According to Doctor Charles F. 
Read, managing officer, the injec- 
tion of the drug immediately re- 
sults in the relaxation of the pa- 
tient and the consequent break, in 
part at least, of the abnormal 
“thought circle.” At the moment 
of relaxation, the physician begins 
a pleasant conversation, breaking 
into that circle and introducing 
thereby an entirely different and 
healthful set of thoughts. These 
ideas remain with the patient as 
he or she falls asleep and are re- 
sumed on awakening. 

Of the patients so far treated, 
marked improvement has been 
noted. 


New Publications at 
Library 

Among the new publications at 
the Hospital Library and Service 
Bureau is an interesting book 
“The Psychology of Meeting Peo- 
ple” which Charlotte Jane Garri- 
son, director, recommends highly 
to every one who admits patients 
and handles their relatives, or doc- 
tors. Miss Garrison believes that 
if this book were widely read and 
applied, the hospital would be a 
happier place for every one. 


Other new publications are: 
“Purposes and Regulations, Bas- 
sett Hospital Guild Scheme”; 
“Play Activities for Children in 
Orthopedic Hospitals, Bulletin No. 
1317;” “Hospital and Bedside 
Games,” Boyd; “Historical High- 
lights and Shadows in the Dis- 
covery of Anesthesia,” Prof. Arno. 
B. Luckhardt; “Suggestions for a 
National Nomenclature,” Logie; 
“List and Classifications of Diag- 
noses and Operating Proce- 
dures,” U. of California; “Presby- 
terian Hospital, Chicago, New 
Technic of Infant Identification” 
(Dec., 1930); “St. Luke’s Hos- 
pital, New Bedford, Mass., Nar- 
cotic Dispensing Forms”; “Chem- 
ical Map of North America”; 
“Saginaw General Hospital Stand- 
ing Orders.” 


All of the above publications 
may be obtained at the Hospital 
Library and Service Bureau, 20 
East Division Street, Chicago, IIl. 


To Try Maggot Treatment 
for Osteomyelitis 


Dr. J. J. Golub, director, an- 
nounces that The Hospital for 
Joint Diseases, New York, is mak- 
ing a special study of osteomyeli- 
tis, using the maggot method of 
treatment. 

The staff announces that the 
medical profession is invited to 
refer patients with this condition 
to the hospital for observation and 
treatment. Bed patients will be 
admitted between 9 a. m. and 
5 p.m. Ambulatory patients will 
be taken care of in the outpatient 
department Wednesday and Fri- 
day afternoons between 1 and 2 
p. m. 


| | 
PPD DDD 
S | 
| 
| 


March, 1931 


[75° 


Housewives Lead as 
Patients 


That housewives are more prone 
to contract tuberculosis than per- 
sons in any other line of activity 
is brought to light in statistics re- 
cently prepared by Charles H. 
Cole, superintendent, Broome 
County Tuberculosis Hospital, 
Binghamton, New York. The 
figures are based on cases treated 
in his hospital during the past 
year. 

Of the 155 cases under treat- 
ment, 34 were housewives. Shoe- 
workers came second in number, 
students third, clerks fourth, the 
other victims being scattered 
among a score of occupations. 

Doctor Cole’s statistics also 
bring out the well known fact that 
the disease is most prevalent in 
persons between the ages of 20 
and 30 years. 


SOMETHING NEW! 


ARVEYWARE 
HOSPITAL WASTE 
BASKETS 


Waterproof — Rustproof 
Dentproof—Seamless 
Sturdy—Atttractive 


3 PRETTY COLORS 


GREEN — IVORY — BLUE 
WITH TWO TONE EFFECTS 


Size: 1114” high, 9” top dia., 8” 
bottom diameter 


Just What You Have 
Been Looking For! 
PRICE $8.00 DOZ. 


ARVEY SALES CORP. 
2909 Indiana Avenue 
Chicago, Ill. 


provided for by law. 


BUY ALCOHOL 
FREE OF TAX 


ALCOHOL 
U. S. P. 


for purely scientific or medicinal purposes can be used 
by Universities, Colleges and Hospitals free of tax, as 


of this business for a 


We have made a special 
be glad to furnish you 


great many years and w 
with all the details. 


FREE OF COST 


328-334 Spring Street 


Write today for prices and particulars. 


McKesson-Gibson-Snow Co., Ine. 
C. S. Littell & Co. Branch 


New York City 
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Putting Across “The Pa- 
tient First” Idea 


There are many methods or 
means of promulgating the princi- 
ple, the patient first: at the week- 
ly conferences; by the routine 
holding to the principle, which 
speaks louder than words or talk; 
by cards placed about the institu- 
tion so that the principle may be 
kept constantly in mind; by ex- 
ample in the performance of duty; 
by constantly reminding those 
who have got into difficulty of the 
fact that they have in some way 
violated the principle, the patient 
first; by reading to employees and 
training school classes special bul- 
letins on the subject at stated in- 
tervals; and by numerous ways 
which will occur to the individual 
familiar with the particular cir- 
cumstances or job to be handled. 
It is a fact, however, that this 
principle can be instilled into the 
minds and hearts of all of the 
hospital workers, from top to bot- 
tom; it has been done and has 
been found to be the simplest 
method that has been heard of in 
obtaining what we might call one 
hundred per cent hospital service. 


Ten Guides to Purchasing 


E. H. Smith, purchasing agent, 
University of Chicago, including 
the hospitals on the Midway, dis- 
cusses a number of problems con- 
nected with hospital purchasing in 
the February issue, Chicago Hos- 
pital Bulletin. 

Among the salient points are 
ten guides to purchasing, which 


every hospital superintendent or 
hospital buyer should bear in mind. 
They are: 

1. Be governed by the tech- 
nical advice of experts pertaining 
to the selection of the hospital’s 
supplies and equipment. 

2. Put quality before price. 

3. Purchase from reputable 
houses only. 


4. Build up a clientele of sup- 
ply houses and do business with 
them regularly. 


5. Establish credit with supply 
houses and thus reduce your cost 
through trade discounts not other- 
wise obtainable. 

6. Establish as many direct 
contacts as possible, eliminating 
the jobbers’ percentage. 

7. Treat trade discounts con- 
fidential. 

8. Purchase only articles need- 
ed—any other purchase is costly. 

9. Adopt the budget plan as 
the only safe method of operation. 

10. Determine savings effected 
by adopting budget. 


Just Think 
Every minute— 
1 baby is born; 
2 husbands get shot; 
3 fires break out; 
4 girls leave home; 
5 girls come back; 
6 automobiles are wrecked: 
7 cashiers go out walking; 
8 people get hurt; 
9 men need insurance—and— 


10 agents are after ’em. 
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This Syringe Does Not 
STICK or LEAK 


frees you of annoying back-fire 
and prolongs accuracy indefinitely 


If you are about to buy new syringes, note 
the offer below. We invite you to enjoy 10 
days’ use of a syringe that does not stick, leak 
or back-fire. 

The name is VIM Slow-Ground Emerald 
Syringe. Slow-Grinding is a discovery impor- 
tant to every hospital—a process in syringe- 
making that largely prevents the structural 
strains set up in a glass by high speed grind- 
ing wheels. A process that gives you a 
syringe whose barrel and piston are fitted to 
an accuracy of one ten-thousandth of an inch. 


Such accuracy of fit multiplies syringe life 
indefinitely—and gives you a smoothness in 
use that you have not known. A single Vim 
Emerald Syringe was used 18 months without 
developing leakage—a Vim Slow-Ground 
Emerald Syringe withstood 50 boilings at 212 
degrees F. without reducing the pressure ap- 
plied in making an injection. 

As a consequence, thousands of physicians and hun- 
dreds of hospitals have come to adopt it. As they buy , 
new syringes they are specifying VIM Slow Ground fi 
Syringes to dealers. Thus they give your 
smoothest action they have ever known—and thus oe 
staff largely eliminates excessive breakage and leakage. 

We invite you to try this Slow-Ground Syringe, and at 
our risk. Mail the coupon below. 


MacGREGOR 
INSTRUMENT CO. 


VIM SLOW-GROUND EMERALD SYRINGES 


MagGregor Instrument Company, HTB 8-81 
Needham, Massachusetts. 

I want to try the VIM Slow-Ground Syringe (X) checked below and 

attach check to cover. If I am not satisfied, you are to return the full 

amount. Include a free copy of “New Advances in Technique” in the 


shipment. 
2 Ce. Regular 
5 Cc. Regular 
10 Cc. Regular 
20 Cc. Regu 
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HOSPITAL NEWS AND 
NOTES 


Georgia 


Savannah—The new unit of 
Charity Hospital, completed at 
a cost of $125,000, was recently 
dedicated. The hospital will ac- 
commodate Negro patients and is 
to be operated by a staff of Negro 
physicians and nurses with a con- 
sulting board of white physicians. 

Illinois 

Chicago—The plan of the Chi- 
cago Medical Society to use Cook 
County Hospital as a_ teaching 
nucleus by class A medical col- 
leges in Chicago has received the 
indorsement of leading educators 
in the city. The medical society 
and deans of the four medical 
colleges here are working to bring 
about an affiliation between the 
schools and the hospitals similar 
to that which exists between the 
Bellevue Hospital in New York 
and the colleges of medicine of 
Cornell and Columbia Universi- 
ties and of the New York Uni- 
versity and Bellevue Hospital 
Medical College. 

Establishment of a human 
serum center, the first institution 
of its’ kind in Illinois, was an- 
nounced recently by Micha el 
Reese Hospital. Sera are now 


being prepared in the center and 
are being obtained only from pa- 
tients who have had various dis- 
eases, according to a statement 
from the hospital. “It has been 
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found that serum from persons 
who have passed through an at- 
tack of infantile paralysis, when 
given to patients suffering from 
the acute disease before paralysis 
has appeared, will prevent paraly- 
sis in a very high percentage of 
cases and will prevent death in an 
even higher percentage.” Having 
been established from a fund do- 
nated by the children of the late 
Samuel Deutsch, noted philan- 
thropist, the department will be 
known as the Samuel Deutsch 
Convalescent Human Serum Cen- 
ter. 


Kentucky 


Glasgow—W. L. Porter, presi- 
dent, Community Hospital board 
of directors, recently was the re- 
cipient of $100.000 from J. W. 
Neel, Houston, Texas. to be used 
as a donation toward the building 
fund of the hospital. 

Michigan 

Ann Arbor—Construction will 
be started at once on a $278,000 
two-story addition to the Univer- 
sity of Michigan Hospital for the 
expansion of the work in the field 
of tuberculosis. 

Northville—A new unit of the 
William H. Maybury Sanatorium, 
providing accommodations for 192 
additional tuberculous patients, 
was recently opened. The new 
unit will increase the capacity of 
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Promptly relieves 
Pain—Burning—Frequency 
in acute urinary infection 


APROKOL (Hexylresorcinol, S. 

& D.) is taken by mouth and ex- 
creted by the kidneys appearing large- 
ly as a conjugate but in sufficient con- 
centration in the free state to impart a 
active bactericidal properties to the eer 
urine. | 


Hence its activity in the treatment of 
urinary infections. 


In addition, its 
marked analgesic action 
on the urinary mucosa 
brings prompt ease and 
comfort to the patient. 


SHARP & DOHME ¢ 


BALTIMORE 
PHILADELPHIA 


CaPpSULES— 
for adults 
SoLUTION— 


for children 


: 
ARP & DOTIM 
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the sanatorium to 850 patients. 
Pontiac—Municipal hospital fa- 
cilities here were almost tripled 
recently with the opening of the 
$600,000, five-story unit of the 
Pontiac General Hospital. The 
building increased the number of 
beds available from 65 to 185. 
The unit is the first of three 
to be built. A duplicate of the 
present unit will be under con- 
struction as soon as funds are 


available. 
Minnesota 


Ah-Gwah-Ching—A new $60,- 
000 nurses’ home, providing living 
quarters for 45 members of the 
staff, was opened at the Minnesota 
State Sanatorium recently. 


Missouri 


St. Louis—Plans have been 
made for a $1,500,000 Bethesda 
Hospital building to replace the 
present antiquated hospital. Beth- 
esda was founded in 1889 and 
cares for about 1,000 persons a 
year. Its service for chronic pa- 
tients and maternity cases, as well 
as general hospital patients, will 
be carried on in the new building. 


Nebraska 


Lincoln—The Mount Moriah 
Holding Company plan the erec- 
tion of a new hospital to be 
known as the Mount Moriah 
Hospital to cost approximately 
$260,000. The hospital itself will 
be largely financed by a $300,000 
bond issue and will be operated 
on a non-profit basis, earnings go- 
ing into a sinking fund to retire 
the bonds. The hospital will also 
inaugurate in Lincoln a hospital- 
ization insurance plan. Persons 
buying policies will be entitled 


to receive hospitalization when it 
is needed without charge, for a 
given time. 


New York 


New York City—Two contribu- 
tions of $25,000 each from John 
D. Rockefeller Jr. and Edward 
S. Harkness, swelled the total of 
pledges and cash receipts of the 
United Hospital Fund drive for 
$1,000,000. 

The Stuyvesant Square Hospi- 
tal, formerly the New York Skin 
and Cancer Hospital, New York 
City, recently received 650 milli- 
grams of radium, completing the 
unit of a gram given the hospi- 
tal anonymously last autumn. The 
gram of radium valued at $65,000 
is the first of four to be pre- 
sented to the institution at the 
rate of one gram a year. 


Ohio 
Lima—Plans are being made for 


a new City Hospital with a bed 
capacity between 100 and 150. 
West Virginia 
Marlinton—The lives of ‘sixteen 
patients in the Pocahontas Me- 
morial Hospital were endangered 


by a fire which totally destroyed 
the hospital building recently. 


Wisconsin 


Waupun—Keeping well up to 
schedule, the work on the two 
new additions at the Central State 
Hospital for the insane is pro- 
gressing rapidly, and the east 
wing will shortly be ready for oc- 
cupancy. The west wing, in 
which the better class patients are 
to be housed, will not be ready 
for use for nearly a month after 
the east wing is occupied. 
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REVELATION TOOTH POWDER 1s a powder of merit. 
And you’ll say so too, after giving it a trial. Use it regularly 
for a few weeks and then notice the results obtained. Itisa 
REAL dentifrice, not just an ordinary one. 


* When you feel it your duty to prescribe a dentifrice, you can 
feel entirely at ease when you suggest REVELATION. 


REVELATION never contains glycerine because we don’t 
think that glycerine is good for the gums. In fact glycerine is 
one of the most powerful dehydrants known to medicine and 
is an irritant. Grit, Chlorate of Potash or any other corrosive 
compound is never found in REVELATION. 


“To cleanse and nothing but cleanse’ is the only claim we 
make for REVELATION. The safe manner in which it 
cleanses teeth is its biggest asset. 

Should you decide to try REVELATION—and you should— 
send in your card and besides sending you a full-size can for 
your own personal use, we shall also be glad to send you 
testing samples for distribution among your patients should 
you so desire. 


Revelation for Teeth and Gums 
Never in Paste Form. 
AUGUST E. DRUCKER CO.., 2226 Bush Street, San Francisco, Calif. 
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Paternalism 


Paternalism run riot is what we 
might term some of the latest 
hospital plans which are being or- 
ganized over in Ireland. Of course 
they seem to be drifting that way 
in the British Isles, and it is a 
pity, because if any race was a 
breed of sturdy individuals, it was 
the British. But what with doles 
and various government relief 
plans, they seem to be losing this 
trait. 

This latest suggestion comes 
from northern Ireland, where Dr. 
J. O'Doherty feels that all their 
hospitals will eventually come un- 
der government control, and urges 
adoption of a compulsory sub- 
scription plan, whereby employers 
and workers must give four cents 
a week toward hospitals. Against 
this the State would put up an- 
other four cents a week. 

Sufficient money, they think, 
would thus be raised to make hos- 
pital care free to the working peo- 
ple. Of course most of the hos- 
pitals over there are charity insti- 
tutions, anyway. Just think what 
a plan of that kind would do to 
this country. 


Polyclinic Hospital 
Opens Addition 


A twelve-story addition to the 
Polyclinic Medical School and 
Hospital, New York, erected at a 
cost of more than $1,500,000, is 
now in operation. 

The addition provides space for 
several more clinics and teaching 
quarters. Seven floors will be de- 
voted exclusively to clinics and 
four floors for private patients. 
The entire tenth floor has been re- 


constructed into seven operating 
rooms. A lounge and consultation 
room have been provided for the 
medical staff. 

The new addition provides space 
for 450 patients a day and facili- 
ties for treating more than 600 
outpatients. 


Rees Heads Colorado 
Association 

Dr. Maurice Rees, dean, Colo- 
tado University Medical School, 
was re-elected president of the 
Colorado Hospital Association at 
its recent two-day session. 

Dr. H. A. Green, superintend- 
ent, Boulder-Colorado Sanatorium, 
Boulder, was elected vice presi- 
dent. 

Dr. Frank J Walter, superin- 
tendent, St. Luke’s Hospital, Den- 
ver, was elected executive secre- 
tary. 


New England Officers 

James A. Hamilton, superin- 
tendent, Mary Hitchcock Hospi- 
tal, Hanover, New Hampshire, is 
the new president of the New En- 
gland Hospital Association. 

Other officers are: vice president, 
Bertha Allen, superintendent, 
Newton Hospital, Newton, Mas- 
sachusetts; secretary-treasurer, Dr. 
J. M. Rhees, assistant director, 
Massachusetts General Hospital, 
Boston, Massachusetts. 


Doctor McGettigan Dies 

Dr. Charles D. McGettigan, 
head of the department of surgery, 
St. Mary’s Hospital, San Fran- 
cisco, California, died January 24 
from an attack of influenza. 
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SPECIAL ATTENTION—I locate positions and 

also furnish all kinds of Nurses, Pupils, 
Technicians, Physicians, Attendants, 
Internes—in fact, ALL kinds of help .or Insti- 
tutional employees. Also sell and furnish 
sicians’ practice, locations, posi- 
tions, etc. Established 1904. Gilt eige refer- 
ences. Special plans. F. V. KNIEST, R. P., 
Peters Tr. Building, Omaha, Nebr. 


© © 


ANESTHETIST—aAlso graduate nurse desires 
position. Specialized in anesthesia and 
for that. work, Address “‘A’’ Care 
F. V. Kniest, Peters Trust Building, Omaha, 
Nebraska. 
© 


It is a big event in the lives of most people 
when they have to go to a hospital for an 
operation. Naturally, they are nervous and 
fear the ordeal. The hospital can relieve a 

great deal of these fears by administering 
Nembutal §44-—the new surgical sedative 
of the Abbott L 1 enables 
the patient to go to og operating room with 
an excellent mental attitude. Much of the un- 
Pleasant strangulation as wit anesthesia is 
given, will be avoided. The Abbott Laborato- 
ries will be glad to send you Soma on this 
new product. There is a coupon on page 63. 


© 


For stubborn infections and nerve injuries 
to the extremities, the use of the whirlpool 
bath is oftentimes recommended, The whirl- 

ol bath, as designed by Norman E. Titus, 

.D., and by the Ille Electric 
Corporation, is portable. It requires no plumb- 
ing and is inexpensive to operate. Page 65 
shows the apparatus. 

© © 

Every hospital wien whether private or a 
2-, 3-, or 4-bed ward, needs a waste basket. 
Arveyware baskets are waterproof, seamless, 
sturdy and attractive, and are priced at $8 a 
dozen. Made in three different colors, yet 
they fit in with practically every color scheme 
that may be used in a room. Take advantage 
of this sale and place your order with the 
Arvey Sales Corporation, 2909 Indiana Ave- 
nue, Chicago, 

© © 


If you are in need of steel hospital furni-- 


ture, whether stock equipment or. highly spe- 
cialized furniture, the H. D. Dougherty Com- 
pany of Philadelphia can serve you. The wide 
study of medical and hospital needs has helped 
devise the Faultless line for every phase of 
hospital work. One of the new catalogues 
should be in your hospital. H. D. Dougherty 
Company will be glad to send you a copy. 
ie address is on page 51 
© 
A small amount of jelly or food preserves 
the patient’s tray. When 
are spread cog = top of bread, 
tients will eat better because of the added Ba- 
vor. Sexton preserves and jellies are good. 
You will never eat any better, and your first 
taste will call for more. John Sexton and 
Company, the world’s largest distributors of 
No. 10 can foods, eee = supplying hos- 
pitals canned foods. You 1 get better tast- 
ing foods from Sextons, 


ELECTRICALLY 
LIGHTED SURGICAL 


INSTRUMENTS 


“K.S.1.Co.” 


The mark that stands 
for quality and service 
also represents a com- 
plete line of electrically 
lighted instruments for 
specialists in practically 
every field. 


The tenth edition of the 
E. S. I. Co.’s catalog is 
interesting because it not 
only outlines the wide 
scope of the line, but 
describes the most recent 
developments in this im- 
portant field. 


Write today for a free 
copy .. . sent postpaid. 


ELECTRO SURGICAL 
INSTRUMENT COMPANY 


Rochester, N. Y. 
General Diagnostic Outfit 
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WHY A 
HOSPITAL 
BECOMES 
FAMOUS 


M. Burneice Larson 
Director Medical Bureau 


Go into some hospitals and the very air is 
charged with an intangible, pleasing, fas- 
cinating something that’s worth its weight 
in gold. 

Patients and visitors notice it, feel it, and 
priceless confidence results. 

What produces this? 


MAN POWER makes a hospital like 
that; nothing else can make it so, for suc- 
cess is the lengthened shadow of intelligent 
men and women. 

Our mission is to find men and women of 
proper calibre for your institution. Write 
us your requirements. 


The Medical Bureau 


1541 Pittsfield Building 55 E. Washington St. 
CHICAGO ILLINOIS 
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Analysis 


Comparative Analysis of S. M. A. 


and Breast Milk 


Chemical and Physical Analysis 


Fat 

Protein 
Carbohydrate 


S. M. A. 


3.5-3.6% 


1.3-1.4% 
7.3-7.5% 


Breast Milk 


3.59* 
1.23-1.5* 
7.57* 
0.215-0.226* 


0.25-0.30% 
6.8-7.0 
0.56-0.61 
0.0022-0.0024 
1.032 


pH. 


Electrical Conductivity 
Specific Gravity 
Caloric Value: 

—per 100 c. c. 

—per ounce 


1.032 


68.0 
20.0 


68.0 
20.0 


* Average per cent according to Holt, ‘American Journal Diseases of Children,’ Vol. 


10, page 239, I915. 

** Davidsohn, H.—Ueber die Reaktion der Frauenmilk, Zeitsch. for Kindern., Vol. 9, 
1913, page 15. 

***  Fridenthal, H.—Ueber die Eigenshaften kuenstlicher Milchsera und ueber die Hers- 
tellung eines kuenstlichen Menschenmilchersatzes. Zentralb.f. Physiol., Vol. 24,1910, 687 


What is S. M. A.? 


S.M.A. is an adaptation to Breast Milk which resembles Breast Milk in its 
essential physical, chemical and metabolic properties as shown by the com- 
parative table above. Only fresh milk from tuberculin tested cows, from 
dairy farms that have fulfilled the sanitary requirements of the City 
of Cleveland Board of Health, is used as a basis for the production 
of S.M. A. In addition the milk must meet our own rigid standards of 
quality. The cow’s milk fat is then replaced by S. M. A. fat which has 
the same saponification number, iodine number, Polenske number, Reichert 
Meissl number, melting point and refractive index as the fat in woman's 
milk. Cod liver oil forms a part of the fat of S. M. A. in adequate 
amounts to prevent rickets and spasmophilia. The protein and carbohydrate 
are also adjusted - - as well as the salt balance - - so that S. M. A. has 
the same hydrogen ion concentration, a depression of the freezing point 
and reaction point within the limits of those found in Breast Milk. 


MAY WE SEND YOU SAMPLES ? — 
( Ask for descriptive folder No. K-88. ) : 


S. M. A. was developed at the Babies and Childrens Hospital 
of Cleveland, and is produced by its permission exclusively by 


S.M.A. CORPORATION. ° CLEVELAND, OHIO 
West of Rockies: 437-8-9 Phelan Building, San Francisco, California 
In Canada: 64 Gerrard Street, East, Toronto ©smac 
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Great demand 


necessitates the manufacture of 


large lots of Iletin (Insulin, 
Lilly). This,.in turn, has enabled 
Eli Lilly and Company to de- 


velop methods of preparation 
and standardization thet insure 
purity, stability, and constant 
strength within narrow biologi- 


cal limits. 
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HOSPITAL NEWS AND 
NOTES 


California 

Agnew — Two new units at 
the Agnew State Hospital, for 
chronic cases of mental disorder, 
have recently been opened for 
patients. Each houses 400 pa- 
tients, and cost approximately 
$700,000. 

Los Angeles — A new addi- 
tion to Queen of Angels Hos- 
pital was formally dedicated in 
January. The new wing houses 
the Santa Rita Clinic. 

Camarillo — Plans have re- 
cently been completed for a 
$700,000 hospital for the insane 
here, the first unit of a new state 
group. It will consist of about 
twenty wards, each of which will 
accommodate about 100 patients. 

Connecticut 

Willimantic—The new Wind- 
ham Community Memorial Hos- 
pital will be opened to patients 
about March 15th. 

Florida 

Umatilla — The Lake County 
Medical Center, a hospital unit 
sponsored by the Lake County 
Medical Society, will soon be 
ready for occupancy. 

Georgia 

Miona Springs — Plans are 
under way to build a hospital 
here. The project will be backed 
by the physicians of the state. 

Illinois 
Ottawa — Ottawa General 


Hospital will be opened soon 
for patients. The new hospital 
is located on East Center Street. 

Quincy — The new building 
to house Henry Root Hill Memo- 
rial Hospital is nearing comple- 
tion, and will be opened in the 
near future. It is a 100-bed hos- 
pital and is regarded as one of 
the most modern in the state. The 
old hospital building will be util- 
ized for a home for the aged. 

Kentucky 

Berea — A_ $65,000 addi- 
tion to Berea College Hospital 
was dedicated recently. The new 
building will be known as the 
Munger Memorial and Charles 
T. Ballard, Jr., Clinic. 

Massachusetts 

Fall River — The new nurses’ 
home for Union Hospital will 
soon be ready for occupancy. 

New York 

Brooklyn — The new $7,000,- 
000 main building of Kings 
County Hospital has_ recently 
been opened to patients. 

Kings Park — Kings Park 
State Hospital is to have a men- 
tal unit, to cost $1,800,000, ac- 
cording to a recent announce- 
ment. 

New York City — Construc- 
tion on an 8-story building for 
Lebanon Hospital is to start this 
spring. A nurses’ home is also 
included in the plans. 
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GIVES 10 MONTHS TIME 
TO PAY BILLS 

Extension of the deferred pay- 
ment plan to cover hospital ex- 
penses and designed to provide 
for every possible item from 
anaesthetic to x-ray, is being 
granted by The Hospital for the 
Ruptured and Crippled, New 
York City, one of the 55 hospi- 
tals participating in the United 
Hospital Fund. 

According to Superintendent 
Joseph D. Flick, the institution 
has adopted the same plan as that 
recently approved by the Medical 
Society of the County of New 
York in cooperation with the 
Professional Economic Bureau. 
The latter has been responsible 
for placing the deferred payment 
plan for medical bills at the dis- 
posal of the city’s 11,000 physi- 
cians. 

Under the plan, patients may 
now spread their hospitalization 
bills over ten months time, pay- 
ing in convenient monthly pay- 
ments at an interest cost of $2.75 
for each hundred dollars. 

The hospital bill and the doc- 
tor’s bill can be consolidated into 
one obligation under the plan, at 
the same time, the private rela- 
tion between physician and pa- 
tient being maintained. 

Mrs. Pearl Rexford has re- 
signed the superintendency of 
Northwestern Hospital, Minne- 
apolis, after tweive years of ser- 
vice. 

Dr. H. H. Wilson is the new 
superintendent of Western Ok- 
lahoma Tubercular Sanatorium, 
Clinton, Oklahoma. 


@ Opportunities @ 


**NEVERSSLIP” ‘‘Tightens as Tissues 
Shrink’”’ 


A navel tie supersed- 
ing all other ties. 15 
years service. 15 Baby 
Cases, 50c ot Dealer. 
SALES CO., 
Mfrs., 
Wenona, Ill., U. S. A. 


ANIMALS FOR LABORATORY USE 

RABBITS, (PREGNANCY Test) $1.25 
each; $12.00 dozen — IMMATURE FE- 
MALE MICE, 6-8 grams, (ASCHHEIM, 
ZONDEK Test) $2.40 dozen, — MA- 
TURE MICE, $9.50 per hundred — 
FROGS, 114”-212” $11.00 per hundred, 
244”-314” $14.00 per hundred, GUINEA 
PIGS, 16 ounces, $7.20 dozen. Catalogue 
available. BREEDING AND LABOR- 
ATORY INSTITUTE, 567 Third Avenue, 
NEW YORK CITY. 


POSITIONS—In all states — for Nurses 

(all kinds), technicians, doctors — all 
kinds of institutional employees. Estab- 
lished 1904. Kniest, R. P. Peters 
Tr. Bldg., Omaha. 


IMMEDIATE PROFITS — PROMISING 

FUTURE. Progressive, _nationally- 
known manuiacturers of metal furniture 
products and hospital equipment wish to 
enlarge their distributing organization 
throughout the country. Exceptional op- 
portunity for far-sighted, go-getting sales- 
men or selling organizations particularly 
those possessing solid contacts on city, 
county and state business. Unusual man- 
ufacturing facilities permit highly com- 
petitive prices. We are rapidly expandin 
our already extensive lines and now reac 
hotel, school and retail furniture fields 
in addition to hospitals and institutions. 
Exclusive territory franchise basis. Give 
full details including experience, lines 
now handled in letter to Box 10, Hospital 
Topics and Buyer, 43 E. Ohio St., Chi- 
cago. 


The above insignia is the offi- 
cial mark of the Controlled Cir- 
culation Audit, Incorporated, of 
which Hospital Topics and Buy- 
er is a member. 
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At the Turn of the Tide 


LINICAL expe..ence has shown that Antiphlogistine 


is a dependable and efficacious adjunct to the 


general treatment of the pneumonias. 


: By alleviating the pain, inducing diaphoresis, combating 
toxaemia, and affording rest and sleep, it will usually | 


help to effect a favorable course at the turning of the tide. 


Antiphlogistine retains its heat for more than 12 hours, 


it is simple to apply and necessitates but a minimum 


disturbance of the patient. 


ANTIPHLOGISTINE 
for “Pneumonia 


THE DENVER CHEMICAL MBG. CO., 163 VARICK STREET, NEW YORK, N. Y. 
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All dosage forms 
in cat unit potency 


VIALS (oral) 15 cc.; each cc. = 1 cat unit (cir. 150 frog 
units). 
Lots of 100 vials, per vial 
Lots of 25 vials, per vial 
Smaller quantities, per vial 
DIGALEN INJECTABLE (ampuls) 2.1 cc.; 2 cc. = 1 cat 
unit (cir. 150 frog units). 


Carton of 100 $5.00 
TABLETS (oral); each tablet = /y cat unit (cir. 75 frog 
units). 
Box of 100 $ 1.35 
Lots of 1000 12.00 


Lots of 5,000, less 5% 
HOSPITAL SALES DEPARTMENT 
HOFFMANN-LA ROCHE - ~-_ Nutley, N. J. 
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Merthiolate and studies of its ac- 
tion disclose not only high germi- 
cidal potency but low toxicity, 
tissue compatibility, and a posi- 
tive tendency to promote healing. 
For the treatment of infections of 
tissue surfaces, including eye, 
ear, nose and throat, and genito- 
urinary tract and for practically all 
conditions in which a germicide is 
indicated, Merthiolate in the ap- 
propriate strength and form can 
be recommended. In addition to 
the aqueous solution, 1:1000, 
there is available a colored tinc- 
ture for delineating treated areas, 
a 1:2000 ointment, a 1:5000 oph- 
thalmic ointment, and a 1:1000 
jelly in a water-soluble base. 
Merthiolate is an organic mer- 
curial compound. 


ELI LILLY AND COMPANY 
INDIANAPOLIS, INDIANA 
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